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The Editor is pleased to consider articles and photographs 
for publication, but can only use material that is of interest 
to “Domestic Engineering” readers. Unsolicited manuscripts 
will not be returned unless sufficient postage tis sent. Tech- 
nical questions will only be answered in the “Questions 
and Answers” column, in the order in which they are re 


ceived. 


“Domestic Engineering” says There is a place where 
expense ends and protit begins. The search for that place 
may not lead to the fountain of eternal youth, but it will 


result in longer life and greater happiness to the searcher. 


MORE ATTENTION GIVEN TO OVERHEAD 
EXPENSE. 


HIE question of the cost of doing business in 

the plumbing and steamfitting trades has 

within the past few months gained more 
attention, perhaps, than all other phases of the busi- 
ness combined. 

That there is a reason for this 1s evident. ‘That 
there is need for it 1s more evident. 

The peculiarities of the plumbing and_ heating 
business, from the standpoint of costs and profits, 
have for years baffled the ingenuity of many of the 
best minds in the trade. 

Perhaps the fact that a large part of the outgo 1s 
for labor, and that material is quite often delivered 


on the contract direct from the supply house, has 
tended to deceive the master plumber and fitter int 
believing that his overhead expense is smaller than 
it really is. 

[t is comparatively easy tor a merchant, whose 
store and stock represent the major portion ot 
Investment, to figure what percentage must be added 
to the invoice cost of his goods before he can expect 
a profit. | 

But the invisible expenses of the plumbing and 
heating business are so craftily concealed that it has 
taken some of the sleuths of the trade to unearth 
them. 

ven atter they have been unearthed, there vet 
remains the problem of presenting the facts, and the 
remedies for the conditions, to the trade. 

‘ : 


This “Domestic Engineering” proposes to do in 


coming numbers. In this issue is presented a most 


interesting report of a talk on “Overhead expense 
made by the secretary of the Philadelphia associa 
tion, Robert H. Pilug elder, betore the membet 
These talks and dis 


cussions will be continued monthly and will be pub 


at their last regular meeting. 
lished As they Occur 

Next week we will publish an essay prepared for 
the last National Master. Plumbers’ Convention, by 
Krank S., Prior, entitled “Where Cost [ind cAlie 
Profit Begins.” ‘This paper is brimful of time 
argument and convincing figures 


This subject will also be touched Upon 1 the se 


ries of articles by Wesley A. Fink, which wall begin 
In an early issue 
The entire subject 1s one of vital interest to ever 
reader of “Domestic Engineering.” Those bye 
lieve they have solved the problem, or who hav 
their experience given some stud nd thought t 
it, are invited to send in their obser t the 
dl h 


oreatest possible rood Ma lye 
terested. 

In the meantime a close study of these 
and the theories advanced, will without doubt prov 
of pecuniary value to the readers of “Domestic [1 
cineering.” 

Let us hear from you, if vou find the articles o1 


value. or if vou have other ideas to ofter. 





Overhead Cost in the Plumbing Business 


A Paper Read by R. H. Pflug-Felder, Secretary of the Phila- 
delphia Master Plumbers’ Association, at the September Meeting 


likdito Note The ‘hiladelphia Master Plumbers \ssocla- 


tion. realizing he importans ff discussions along educationa 


lines, has «de ito mal hes discussions a part of the montl 


] meetings and it is intende: it the same will cover Busi- 


System, Methods of Reckoning 


ness Methods, 


(overhead Cost rctice of Plumbing and Heating 


Work. This new tea I was added to the interesting meetings 


of the Philade ip! ’ ociation ind] wa t fed at the Septem 
bey meeting hey ; spit “) <j LSSITOT 
Overhead Cost. 

66 VERHEAD expense” is a subject that will fur- 
nish food for thought for many meetings. \W« 
can but hope to consider some sides of the 

question in the short time that we can devote to thes 


matters during meeting. There are various meth 
ods of figurine overhe: | x ise. t Cy he toured by 
building 1 from the invoice, which is the old way ot 
figuring, or it can be figured by beginning at the selling 
price, which, lat _ 1s the accepted way. To illustrate 
this frequently used example 


A man has: Oo} hich cost him $50 


what | 
Wishing to sell 
ommiussion he will charge t: 


Mentally 


figuring, he puts a j ) if 5 on the horse, as that will 


him, he 
7 7 »*) " 2 

make the Sale. Is, 53 I-3 per cent. 

vive him 50 pel cent pron and thinks, As the commission 


the jockey asks is only 33 > per cent, it will leave him 


. ' ‘ rt} : ' { 
16 ed per cent pront " ar, SO cood Phe WOCKCY sells 


the horse and n ‘ment as tollows 


per cent 
nclosed : eau 

In other words, tl HMer's books show a profit ot 50 
per cent entirely I | the commission oft 33 1-3 
per cent 

1 think this will illustrate what I mean in saying there 
are two ways of figuring overhead expense. Both are 
right, if everything is figured on the same basis. But, as 
overhead expense 1s always feured on the total volume of 
business done during the year, all percentages should he 
figured on the same basis, namely, on the dollar that vou 
take in 


There is a third way of figuring overhead expense, and 
that is by figuring it on labor only, discarding considera- 
tion of material used altogether. This method has much 


in its favor. I would consider the time well spent if we 
would take it up in the meeting at some future time 
What I wish to do tonight is to strike a blow at the old. 
deep-rooted but entirely wrong idea that business is, as a 
rule, or can be, conducted on about 10 per cent. 

This idea is so deeply rooted that it has caused the 
failure in business of many a man. Now let us analyze 
this foolish 10 per cent idea to see whether it has any 
foundation to stand on. Most of us know that the sales- 
man working on commission in most lines is working on 
10 per cent. That proves that selling alone is worth 10 per 
cent. This does not include handling the goods or the 

‘tual overhead expense of running the business. 

frequently hear a salesman say, “We handled that 


job on 5 per cent.” When the salesman says “5 per cent” 
> | 


he means 5 per cent cleat profit. It does not mean that 
the article that has cost $.95 was sold for $1.00. but it 


means that the cost of the article, plus all the expenses of 


the concern, which covers everything from the presiden 
salary to a postage stamp, 1s $.95, and the 5 per cent ab: 
that is “clear velvet.” 

Now, leaving ourselves out of it altogether, let us lo: 
over other lines, and I will endeavor to give you a ft 
facts which will open your eyes. The running expens 
of one of Philadelphia’s very largest department stores 
1911 was 20 6-10 per cent. That of one of Philadelphia's 
very largest jobbing houses in plumbing materials in 1912 
was 20 3-4 per cent. The Boston Credit Men’s Associ: 
tion, for figures of illustration (based on actual exper: 
ence), uses 25 per cent. The Burroughs Adding Machine 
(Company, for purposes of illustration, but again based on 
experience, uses 25 per cent. Mr. Morgan, of Detroit, uses 
20 per cent for a basis of figuring. The Indiana State A; 
sociation obtained figures from 19 plumbing establish- 
$5,000 and $100,000 
yearly, and found that the average running expenses « 


ments doing a business of between 
these 19 shops was 22 2-10 per cent. I, personally, figured 
up the running expenses of three business houses in Phila 
delphia, one doing $8,000, one a little over $12,000, and on: 
a little over $15,000 per year, and found the average for 
their overhead expense to be 23.13 per cent. 

In the above I have given you the experiences of a very 
large department store running on very scientific and sys 
tematic principles; that of a jobbing house, handling 
plumbing material, which is up-to-date in every respect: 
two experiences based on various lines; and illustrations 
of about 25 plumbing establishments. Take the average 
of what I have given you and it is between 20 and 25 
per cent. 

As you should all know, it is impossible to carry on a 
jobbing or contracting business at a lower expense than 
what is necessary to carry on a department store or an 
up-to-date plumbing supply business. Our running ex- 
penses are bound to be larger, due to the enormous 
amount of detail and personal supervision necessary. There 
are many men in this room whose running expenses in this 
business are nearer 30 per cent than 20 per cent, and there 
are precious few whose running expenses are less than 
20 per cent. 

Now, mind you, 20 per cent means 20 per cent of the 
dollar you take in, and, if you wish to regain that 20 per 
cent, it means adding 25 per cent to the cost of material 
and labor. To illustrate: If your running expenses are 
20 per cent and the article cost you $1, to get back that 
20 per cent it won't do to sell the article for $1.20, as that 
would only give you back 16 2-3 per cent; 20 per cent of 
$1.20 would be 24c, leaving you only 96c, and therefore a 
loss of 4c. 


20 per cent from the dollar, leaving 80c, which means that 


To get your figures correct you must deduct 


each $1 equals 80 per cent of your selling price. By divid 
ing your selling price by the 80, you reach the correct 
figure, namely, $1.25. Prove it—$1.25—take off 20 pe: 
cent, leaves you $1. 

Sometime since the Burroughs Adding Machine Con 
pany wished to find how retailers figured their profit, an 
they asked this question: “If an article cost you $1 and 
your running expenses are 22 per cent, and you wish 
make a profit of 10 per cent, what will your selling pri 


be?” 


They received thousands of answers, and a very sn 
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New Northwestern University Buildings at Evanston, Ill. First picture shows view lookiny south. Second picture east front of cam- 
pus buildings. 


percentage only were able to give the right figure. The 
majority gave the selling price at $1.32, although in their 
advertisement they plainly stated that $1.32 was not right. 

Although this question has been talked about in almost 
every magazine throughout the country, to my surprise | 
found during the week of our national convention, when 
talking to two of our brightest minds in the association 
that even they could not figure this answer correctly. 

It strikes me that as good a thing as we can select for 
next month’s discussion (unless today’s discussion brings 
out something else) would be to ask our members the 
same question, and I predict that in spite of the publicity 
given this question that 25 per cent of our members will 
be unable to answer it correctly. 





Unusual Pictures of Roughing-in in the Northwestern University Buildings at Evanston, 


PLUMBING IN A NEW DEPARTURE QUAD- 
RANGLE FOR A UNIVERSITY. 
By W. R. E. 


URING the next school year the Northwestern 
University at Evanston, IIL, will introduce one of 
the most democratic innovations ever inaugurated 

by an American college by the opening of Greek letter 
fraternity houses side by side with general dormitories 
on the campus. 

Seven fraternity houses and four dormitories are now 
nearing completion, 

[It is confidently expected that this solution of the 


housing problem will tend toward a closer contract be- 
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Two Other Views of Roughing-in of the New Dormitories at Northwestern University, Evanston, Ill. 


students 


Iraternity 


ci sO 


perhaps, 


nal | proot, 
ventilating 


Durham’ 


and Plumbing 
and heating 
«| herewith and 


rank with the he 


A GOOD ARGUMENT FOR PNEUMATIC WATER 
SYSTEMS. 
How a Nebraska Master Plumber Turned the Sale of a 
Pneumatic Water System in His Own Favor. 


Nebraska master plumber was called 
arm home and give an estimate 
a pneumatic water system \fter 
ner a short time the objection was 
money could not be spent on such a 
System. 

The plumber, after figuring up the cost, told Mr. Farmer 

that it would amount to $325 for the system complete. 
never afford to spend so much money tor a 
' m,”’ was the rejoinder 

“You are going to fix up your house in good style and 
will undoubtedly fit up your parlor in an attractive way. 
What will the investment in your parlor, including furm- 
ture, piano, etc., represent?” The farmer answered, “About 
$800." “Ilow often will you make use of this parlor atter 
you have it?” “Perhaps once a week,” the farmer re- 
plied, “at least when we have company.’ 

The phimber was quick to see the opportunity offered 
him to bring out his point. “Mr. Farmer,” he said, “you 
are a practical, common sense man. You have made your 
money by the application of business principles to your 
farm. You would not buy a piece of machinery unless you 
thought it would more than earn its keep, nor would vou 
carry on the place a single head of stock unless it showed 
some indication of returning you a good profit. Here 
you are figuring on spending $800 merely for the looks of 


one room in your house, which as you admit will not be 


used more than fifty times a year, yet you hold back o 
the expenditure of less than half that amount for an equip 
ment that wilt be used ever day in the year to the con 
fort of every single member of your household, as well a: 
the guests who use your parlor. Every hour of the day 
some one of your family will have occasion to praise you 


_—— 
aot 


he installation of the water system and pumping out 
«i 


t 
hit that will preserve your health and increase your futur: 
happiness.” 

This argument opened the eyes of the farmer. He was 
not a tightwad, but.was merely one of the usual type of 
men who are sometimes a little cautious in the expenditure 
for something that will bring to them health and happi 
ness, This farmer had the money to buy the parlor equip 
ment as well as the water system, and the outcome 
the argument was that the master plumber went away wit! 
the order in his pocket 

This true story is simply an indication of the fact that 
a master plumber can often, by the use of common sense 
arguments, close a deal tor a good profitable job that will 
not only pay him a profit, but add to his reputation as a 


‘salesman. 


The Sensitive Man. 

George Fitch, the well known humorist, draws a very 
élever picture of the sensitive man, from which the follow- 
ing is taken: 

“A sensitive man, is a man who can be almost fatally 
injured by a rude word. Some other people need an 
AX. 

“A sneer will go clear through his breaststone, uncouple 
his ribs and put great, cruel dents in his spine. The man 
with the thick, calloused nature only grins when an op 
ponent is stabbing him with a personal remark. 

“The sensitive man not only suffers frightfully from 
words, but neglect is fatal to him. The lily of the garden 
does not fade without water as quickly as the sensitiv: 
man without attention. The world is full of timid, griet 
stricken men who are hunting obscure and close fittin;: 
holes in which to die because they have been left off th: 
reception committees or have been passed over in th: 
newspapers or have been given a careless nod intsead 
a handshake by some friend. 

“However, such men are generally sensitive becaus 
they are too passionately devoted to themselves. Wh« 
you hurt a sensitive man you hurt the dearest thing 
earth to him and the thing for which he has the great 
consideration.” 









from the April ‘‘Craftsman,’’ 


Note. The this article is of Value to 
the master plumber who wishes to impart to his customers ideas 


NO obiectiol 


? 
i 


[Kditor’s information in 
for their bathroom equipment that are up-to-date. 
will be the this 
papers lue credit 


made to reprinting of article in local news 


if « is given. | 
experience that comes 


thi 


al perpetual SOrrow 


© build and equip a home is an 
to most of us but once in a lifetime, and whether 
experience proves a lasting joy or 

and regret depends primarily upon the knowledge ot 


the 


measured by the 


we have acaured before undertaking task, 


ot success met with can he amount of care 


bestowed on the plans, 
lust as they cde 
The 


quarter of a 


Fashions in buildine change. 


cular] 


it today is 


true of plumbing. bathroom as 


is this 


not much over a century 


a 
~ 
_— 


Id: vet in that brief time it has established and outgrowr 
nore fashions than most furniture can boast 
of having done. To the uninitiated all bath 
rooms may look alike, but to those who have 
made a study of their construction the date at 


which a home was built can be told approxi 


1 


mately by its bathroom fixtures 


In speaking of fashion in plumbing fixtures 


the word is purposely misused. There were 


fashions in plumbing designs in the 
clothes. 


never any 


sense of arbitrary fashions in from 


the beginning all the changes made in plumb 
ing fixtures reflected a healthy and progressive 
the crude efforts of the earls 


evolution from 


manutacturers toward an ideal. 
The tendency of the times is toward a built- 


in bathr: and the trend is a good one that 


om, 
will be welcomed by every housewife. It does 
away with many nooks and crannies which in 
the past were merely dirt catchers, serving 
no useful purpose. Take the bathtub set up 
on legs, for example. What an extremely in- 
convenient fixture to clean under, back of, and 
around! In the new type there is no open 


space around the tub. Instead, it is built into 


the wall 


casings. 


with tile or enclosed with enameled 
This type of tub was originally de- 
signed to meet the exacting requirements of highclass hotel 


service where scrupulous cleanliness, together with ease and 


speed in cleaning, were the prime requisites. It was soon 
realized, however, that whatever was good for the best hotel 
service was equally good for the home, and now the built-in 
bathtub is recognized as one of the most staple of plumbing 
fixtures. 

Naturally this built-in tub called for the designing of other 
bathroom and the built-in 


shower bath. the built-in medicine cabinet and recess lavator- 


fixtures to harmonize with it. 


followed. These fixtures not only enable the arch- 


Ss soon 


itect to utilize Spaces in bathrooms. but leave clear 


for general use most of the floor space of the room. 

It 1s 
and the plumbing business is in need of a “pure food” law 
The first rule to observe in 


recess 
a true saving that the best is in the end the cheapest. 


as much as the grocery business. 
ntting up a bathroom is to specify only guaranteed goods. 
Nobody knows the limitations of a product better than the 
manufacturer: and if he refuses to stand back of his goods, 
refuses to guarantee them, they are poor fixtures at best for 
the home-builder to invest in. 


Permission 


ot 


The New Built-in Sanitary Bathroom 


Some Sales Arguments on the Equipment and Accessories, Reprinted 
Gustav Stickley we 





‘ 
the lex 1! ( vet an hone lun 1 I \ ’ f 
1 good reputation in the locality 1 the wot |) 
cle C1 ec by the laims ! rit ets ] ) I 4 
the plumbing laws protect thi ner and t 
operation of them all plumber: st d exacth 
alike Plumbing laws call for cet 1 standard 
ind measure. Phat Ss a J Till workmans| : 
cerned it matters not to the insp ether it 
a masterpiecs lt is not his dut son the r mc ' 
r lavo t the rh longs t and Tie 
with the 1 qyuire Cnt { ( viiile a l f es ‘ 
¢ Nas noth latever t 1) } , 
Ile cannot insist upon the I] tures be li 
: t cheap in |e t a na 
there vill be n | ‘ ( Vii 
pi 
‘ 
purr 
] a 
| 
i 
i 
mead 
{ 
. 
, 
A Sanitary Bathroom Fitted Up with Built-in Fixtures. 
the ob himself. The only way to be sure of vetting what 1s ; 
called for in the specifications is to inspect the worl rsel| . 
or see that the architect does 1 Phen*if still in doubt 
whether you are vetting the fixtures specified, you very ; 
likely have selected the wrong plumber ; ; 
In selecting a water-closet there is more to consider an f 
watch out for than in anv o! the other plumbing fixture 
for this 1s the most abused tixture in the house and mu 
designed tor the hard usage it receives. 
The old overhead wooden tank is a thing of the past and f 
the low combination with porcelain or porcelain enamel : 
tank has taken its place. The closet bowl itself should be of 
the siphon-acting type, never under LT\ msideration i 
washdown closet. The siphon-acting closet contains a ful 
howl of water, possesses but little fouling space, and is in ae 
odorous and sanitary. The washdown closet contains but , of 
little water, large fouling space, 1s odoriferous and unsan 4 
itary. The next consideration is to select a noiseless oper 
ating water-closet. 
The seat also should come in for attention and a guar 
anteed seat which will not warp, split or discolor should 
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specified. It is interesting to note in this connection that 
porcelain seats are now being made which are clean and 
white. On first thought porcelain seats would seem cold to 
the touch, also easily broken. To a certain extent both of 
these conditions are true; but in reality the seats are not cold 
enough to be objectionable, and friction hinges, which hold 
the seat at any angle, prevent it from slamming on the closet. 

The connection of the closet to the soil pipe is perhaps the 
most important consideration about this fixture. If this joint 
is not tight, and in very few closets of the past have they 
been tight, sewer gas will leak out into the bathroom, giving 
a stuffy, musty odor to the entire house, while in many cases 
the leakage of water around the base will keep the base of 
the closet wet most of the time. Both of these conditions 
are the result of poor work,—the work of the contractor 
who slights what is concealed from view. The joints are the 
work of what are known in the trade as “putty-plumbers,” 
because they make this joint by bedding the closet outlet in 
putty, which soon disintegrates and leaks. The only con- 
nection that should be permitted at this point is a metal-to- 
metal closet floor flange, and in addition the closet ought to 
be secured to the floor by four closet bolts. 

Finally, bear in mind that when floor joists are put in they 
are green and unseasoned, and that while in this condition 
floors are laid and the closets set. The floor beams then dry 
out and shrink about half an inch. When this shrinkage oc- 











The Built-in Bathroom Cabinet. 


curs something in the drainage system must give under the 
floor or the closet will be held above the floor line a distance 
equal to the shrinkage. See, then, that there is specified a 
flexible connection for all water-closets which will collapse 
oer yield when this shrinkage takes place. 

[f you are about to build, or expect to build at any time in 
the future, copy the following suggestions: 

1—Take up the plumbing work thoroughly and in detail 
with your architect and plumber and insist on their observing 
the following demands: 2—Have specified only guaranteed 
goods of well known make. 3—Give the plumbing contract 
to a master plumber whose conduct and reputation are 
above suspicion. 4—Do not depend on the plumbing inspec- 
tor to look out for your interests, and insist on its being done 
by the plumber and architect. 5—Specify a low-down closet 
combination with china or porcelain enamel tank. 6—Get a 
noiseless closet combination of good make. 7—Be sure there 


are four bolt holes in the closet base for securing the closet 
to the floor. 8—See to it that the closet is a siphon-actin 
bowl. 9—Be sure | 
specify a metal-to-meta 
closet floor flange for th 
closet. 10—Insist on 
Hexible connection fo: 
all closets. 

In addition to the us 
ual fixtures, bath-room 
development has added 
the more elaborate show- 
er and needle spray, the 
foot bath, the sitz bath, 
and the electric light 
bath. The latter is sim 
ply a “sweat box,” in 
ducing perspiration by 
the heat of electric lights. In conjunction with the shower, it 
enables one to take an excellent Turkish bath at home. Its 
convenience and attractiveness, as well as its marked health 
benefits, have brought it rapidly into favor for the home 
bathroom. 


The Electric Light Bath. 


Baseball News. 

The Game opened with Molasses at the stick. Smaill- 
pox was catching. Cigar was in the box and had plenty 
of Smoke. Horn was playing first base and Fiddle was 
playing second. Corn was in the field. Apple was um- 
pire. When Ax came to bat he chopped one and made a 
Cakewalk and Sawdust filled the bags. Song made a hit 
and Twenty made a score. Every foot of ground kicked 
and they said Apple was rotten. Balloon started to pitch 
but went up in the air. Then Cherry tried it but was 
wild. When Spider caught the Fly the crowd cheered. 
Needle tried to Umpire. He was chary enough but had 
only one eye. Ice kept cool until he was hit by a pitched 
ball, then you should have heard Ice Cream. Cabbage 
had a good head and kept quiet. Grass covered lots of 
ground in the field. Organ refused to play. Hornet 
stung the ball but it fell into the hands of Clock. Bread 
loafed around until they put him out. In the fifth inning 
Wind blowed about what he could do and Hammer be- 
gan to knock, then the trees began to leave. Knife was 
put out for cutting first base. The crowd roasted Peanut 
all through the game, and everybody kicked when they 
put! Light out. Then Meat was put out at the plate. The 
score was 1 to 0 and the game was over. Door said that 
if he had pitched he would have shut them out. There 
was a lot of betting on the game and Soap cleaned up, 
but Eggs went broke.—‘“‘Inland Stationer.” 





Think Success. 

Think success, dream success, live success. Concentrate 
on one thing—success. Do not try to do two things at 
one time. Do not try to work your hand intelligently 
while your tongue is wagging on gossip. Talk to your as- 
sociates after the whistle blows. The malcontent will tell 
you to talk all you like, for this is your American right; 
and it is. But if you follow the advice of the croaker, the 
jealous complainer, you will find your promotion will be 
delayed, and your pay envelope contain the same amount 
of currency year after year.—“Graphite.” 





Contracts will be let in a few days for the installation of 
the sewers, water system and gas mains for the new town 
site of Cuyler City, near Los Angeles, Cal., by the H. Cuyler 
Company of Los Angeles. The installation of a lighting sys- 
tem and ornamental electroliers will be taken up next. 
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AN UNSATISFACTORY HOT WATER JOB. 

Editor “Domestic ondieniina i. The accompanying 
sketch, Fig. 1, shows an installation for furnishing hot 
water to kitchen sink and bath room. Will this work 
right with a water pressure of 85 to 90 Ilbs.? Will it get 
air-bound? Why does the return pipe become decidedly 
warm at point A, after water has passed over the loop B? 

If this was a tank or light pressure system, I should 
not think that it would work at all. But with the pressure 
there is, and the action it has developed, it keeps me 
guessing. I doubt, however, that it will give the circu- 
lation service, as I believe it will become air-bound in 
spite of the pressure. 

Hot water can be drawn freely at the kitchen sink and 
also at the bath at times, while at other times it will run 
only a short time owing to lack of pressure. As _ this 
is not my installation, I do not know how the pipes were 
run, whether they were reamed or not. 

It is almost impossible to install this job in any other 
way on account of the construction of the building. | 
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am inclined to think that the cold water will short-circuit 
through the waterback or through the return pipe by way 
of the connection at C. 

Wilburton, Okla. _ Bs we 

Correspondent’s job as at present connected, is shown 
in Fig. 1. 

We do not hesitate to say that the so-called circulation 
pipe might just as well have never been put in, for it 
cannot possibly perform any service in circulating the 
hot water. 

With the pressure that the job has, however, there 
seems to be no reason why both kitchen sink and bath 
tub should not get good service in the ordinary non-cir- 
culating method, which of course would mean the draw- 
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ing of cool water until enough had been drawn to bring 
it hot. 

In order to make hot water circulate, a natural path 
must be provided for it, and as the natural path that hot 
water takes is upward. It will not have a tendency to 
drop in a downward direction until it has begun to cool. 
With this in mind, correspondent will see that to bring 
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Fig. 2. 


the hot water out of the boiler and then immediately 
drop down is contrary to the course the water would 
naturally take. Then again, after the hot water has trav- 
eled through 18 ft. horizontally in the cellar, it has prob- 
ably begun to cool and then would begin to show a ten- 
dency to drop. 

In Fig. 2 we show the flow properly run, with the re- 
turn taken back parallel to the flow. If desirable for any 
reason, the return might be carried back lower down. 

This is the way the work should be done to produce 
circulation, but it may be, as correspondent suggests, that 
the construction of the house is such that it could not 
be so run. C)t course, if this iS SO, if may be that the 
circulating feature may have to be given up, and the com- 
mon method used. We do not believe that the matter of 
being air-bound enters into the case. [f it does, the 
flow would become air-bound above the boiler, and there 
would be trouble in getting hot water at either fixture. A 
pressure of 85 to 90 lbs. ought to be enough to overcome 


any accumulation of air. 


CLEANING URINAL WASTE PIPES. 


Editor “Domestic Engineering’ :—Please give me what- 
ever information you can on the subject of cleaning of 
urinal waste pipes 

Glens Falls, N. Y. Subscriber. 

We presume that “Subscriber” has particular reference 
to the hard coating that forms in waste pipes from 
urinals, and to the crystal-like coating that also is apt 
to form. 

To clean a pipe affected in this way, use dilute sul- 
phuric acid, about four parts of water to one of the acid. 
This solution, poured into the urinal a little at a time, 
will clear the pipe after a short time, by dissolving the 
coating that has formed in the pipe. If it is possible to 
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poured in and kept there | » heated. Branches taken from the main lines 
the attic should connect into tees set at 45 degrees look 
() vood for this purpose. Ing down. with tS degrees elbow. 


will help to clear the pipe The vertical lines are carried into the basement an 
connected into returns which are carried back to th: 
. boiler practically the same size as the flows which leav 
HOT WATER HEATING. o Phew | 
it. Radiators used on this system are generally con 
, lected - end. at the to ‘etur tf th 
Will you kindly pub nected at one end, flow at the top, and return out a = 
a ; bottom, although the return may be taken out of th 
ad system of hot water : 
‘ : ' : (9p { site end iT cd *SITC : 
the piping and radiator con PPpo ai ired 
Only one radiator valve is needed 
| Some of the antages of the teead aweteown ar 
Journeyman litter. nae’ ah the advantage ; gob? overhead a 
hat the main tlow pipe will supply a greater amount o! 
. ‘adiation than is possible in a system which uses cellar 
erhead system - : | 
ping; the air rises into the expansion tank, and there 


ore there is no need of air valves: and the circulatio: 





is Stronger, with less loss of heat than is the case wit! 


other systems 





HOW TO UNSCREW COVERS OF CLEANOUTS. 


Editor “Domestic Enegineerine’:—We often have ditt 


i- 


culty in starting the screw covers of cleanouts. Can you 
suggest anything that will help to overcome this trouble: 


New Orleans. La M. & W. 


A cleanout screw cover that has been in place for a 
long time is often a very dithcult thing to start, as M. & 
W. have found 

Miany workmen use a chisel on the edge of the cover, 
but this is objectionable generally, because it roughs up 
and detaces the edge. 

Sometimes the following will brine results: Fit a 
wrench to the square head on the cover, screwing it up 
as tight as possible, so that the full strength of a blow 
upon it will be felt. Then give the wrench a sharp blow 
at a point about half way up on the steel shank, this 
venerally being sufficient to start the screw. 

\nother method is to heat the outside screw, keeping 
the cover cool. If the trouble is in the screw, this will 
often free it 

lf the cover has been put on with putty, as it will 
sometimes be found, heating the cover will soften the 


putty, and allow it to be easily unscrewed. 
HH 





WIPING JOINTS ON BLOCK TIN PIPE. 


Editor “Domestic Engineering’ :—Please inform meas 





to the best method of wiping joints on block tin pipe. 
fort Worth, Tex. Beginner. 


To do this work a special solder is required as well as 
quick work. The best solder for this work is made ot 
2 parts of lead, 2 parts of tin, and 1 part of bismuth 
Some workmen prefer a little more than this proportion 


Te lf | of bismuth. This solder will melt about 150 degrees 


lower temperature than tin, and it is therefore safer and 
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easier to use than solder that has a melting point nearer 
Plan for Overhead System of Hot Water Heating. that of tin. 

The joint must be wiped with the solder as cool as 
water heating may be seen in the illustration which we 
present. 


it is possible to work it. To help in this work, roll up 
a short tube of thin cardboard to fit the bore of the pipe 

The main tlow pipe iS run as directly as possible, to closely. Both ends of the pipe are shoved over this tube, 
ceiling of the top floor or to the attic, and from the high which will prevent any solder or tin running through 
point horizontal branches are run, pitching down at least into the pipe. Cover the tube with paste, to make it 
1 in. in 10 ft., to the different supply lines, which drop adhere to the pipe. The water in the pipe will soon 


down through the several floors to the radiators that are soak up the tuve and wash it away. 
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A RAILING JOB WITH A NOVEL LOCK BOLT. We imagine that there are many others amonv our 
readers who are not entirely cleat oT) the subrect which : 
Editor “Domestic Engineering” :—The accompanying sketch “Constant Reader” has brought uy 
shows a railing job which have }UST finished. As it in- The purimhcation process alluded to31wa bya t¢ rial process j 
| « ° ’ - 4 
volved the problem ot a railing gate latch, which caused rather than a chemical process 
me considerable trouble, I take pleasure in showing herewith Near the surface of the ground there exists a certain ; 
how I solved this problem, thinking that this information type of bacteria, numbering countless millions, and being eee 
SOTHC day May prove of value to one or more readers of your far more numerous in hght, sandy soils than in heavy : 
1. 17 : ° all , 
Valiuabir Mu1rtlal soils. Ow ne tcy the Les that me eT i] oOunt OXY C7 
By examining Fig. 1, it will be seen that | curved the penetrate the lghter soil. 
railing and attached it toa frame building 14 means of one- hese bacteria attack the organic matter present im thr 
hailing Bolt Waste Nut Flanges ~ 
; ¥ 
* 
Railing hinges: x 
~ 4 “4 4 Bolt 
Fost Cernented Into 
Wal / 
» 
be 
Fig. 1. 
inch waste nuts, thus obtaining a neater ippearance than liquid that 1s to be purified, reducing it to elements 7 
with the ordinary railing tlange. The opposite end was set harmless nature 
into a brick wall, while the posts were cemented into a stone \s the depth increases the number ot bacteria le 
wall creases, until at a depth of 5 ft. bacterial action practically oka 
The construction of the lock bolt and its operation is shown ends. Therefore filtration beds should not be of create 
in detail in Fig. 2. This lock bolt was made of a 34-inch depth than 5 ft 
| . ‘ 
hel 9+) “sve, 2. ¥ ‘ . ter t mAs _~ > \ ‘ c “ay | , ; 
bolt. 12 inches long. and after it was inserted it was cut oft Wise the Gltcatiion is first atacted, 4¢ le not vere efect 


to project 12 bevo ‘Ibow when pulled back to open , ; 
to project slightly beyond elbox pull ose , _ ive, but after a little time each particle of the filterine 
wate .S-ine . was ‘illed ; tapped in bolt tor 1n- : 
tl \ ; inch hol - drill | und ‘PP material, the sand, pccomes coated with “| ry re COD 
sertion of set-screw with railing bolt Phis bolt projects ; 
ert t velatine, and in this the bacteria live and breed \s the 


< 


"Len liquid sewave filters down. each drop must 1 
8 oad f ‘o/t Jx/? Bolt Set (In Place and Then ; | 


Qo + “a : 
O “ ‘ , ts i os a *¢) te "(> tact \ , “erawry)s \ ri ? ( 
Slot —- 7 c CUt OFF fo Proper Length : CcOUTsSe COMC In ntact with a relatively large surfacs 


____ | ; a a : of this gelatine, which gathers the impure organic matte | 
: | I ies of the liquid. \iter the liquid has drained throne] Oxy + 


ven penetrates to the bacteria and reqaduces thie oOrveant 











z 

= Mole fo be Urillea 
esi | matter to simple and harmless elements ‘ 
ana lappea ia 


It will be clear that. periods « 


rl rest are necessary in 
order that the bacteria Mlay he provided with 17 new C1IT) 


ply of oxygen. 





In filtration work, an uninterrupted flow of liquid would 


SOON put ant) end ce thie continuance of all puritvinge pro 





CSSES, 


yiew Showing lock Slot 


Fig. 2. 
“ CHIMNEY FLUE INFORMATION. 


i, 
through slot on top of pipe thus being noticed at first glance ‘ 
even by strangers who have occasion to use the gate. Editor “Domestic Engineering”:—Kindly explain in the 1 
In the corners of the gate elbows were used instead of next issue of “Domestic Engineering,” how the area of a 
tees. as shown in Fig. 1, because they gave the job a neater chimney flue should be computed for different boilers, also i 
appearance. The holes in the ells for the lock bolt were what is the smallest size of flue that should be used te 
bored and reamed to proper size. We would also like to see published tables giving sizes 
Freedom, Pa. Seg. of flues for different amounts of both steam and hot ae) 


water radiation 


PURIFICATION OF WATER BY BACTERIAL Seattle. Wash » & DS 


ACTION. 





‘ 
fditor “Domestic Engineering’:—Please intorm me Answering B. & S., we would say that the proper area { 

whether the filtration of water or sewage through sand for a chimney flue 1s from one-seventh to one-tenth of 

purifies the liquid by means of some chemical action or the area of the grate. The smallest size of flue should / 

otherwise. not be less than 8x8 inches or 8 inches in diameter. 


Sacramento, Cal. Constant Reader. We believe the two following tables will give full in 
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formation on flue sizes, both round and square or rectan- 


yrular flues being given: 
g 


Sizes of Chimney Flues for Given Amounts of Direct Steam 
Radiation. 
Square or 
Sq. ft. of Diam. of fectangular 
Steam Radiatio: Round Flues Flues 
250 s in Sx & in. 
300 S in Sx & in 
400 S it sx &§ in 
500 10 in 8x12 in 
600 10 in Sx12 in. 
700 10 in 8x12 in 
R00 12 in 12x12 in 
900 2 in. 12x12 in. 
1,000 2 in 12x12 in 
1,200 , in 12x12 in 
1,400 in 12x16 in. 
1,600 in 12x16 in. 
1,800 in 12x16 in 
2,000 in. 12x16 in 
2,200 > in 16x16 in. 
3,000 > in. 16x16 in 
3,500 18 in 16x20 in. 
5,000 18 in 16x20 in. 


Sizes of Chimney Fiues for Given Amounts of Direct Hot Water 
Radiation. 
Square or 
Sq. ft. of Diam. of Rectangular 
H. W. Radiation Round Flues Flues 
400 8 in. 8x 58 
XS in. Sx 58 
S in Sx & 
10 in. S$x12 
10 in. 8x12 i 
in. 8x12 
in 12x12 
in. 12x12 
in 12x12 
in. 12x12 
in. 12x16 
in. 12x16 j 
in. 12x16 
in. 12x16 
> in. 16x16 
5 in. 16x16 
8 in. 16x20 j 
in. 16x20 


A RANGE BOILER QUESTION. 


Editor “Domestic Engineering”:—The accompanying 
rough sketch (Fig. 1) shows the layout of a range boiler 
connected to a kitchen range, the range“*being on the 
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Fig. 1. 


first floor and the boiler in the basement. This system 
will not work, and I would like to know how it can be 
fixed so that it will work satisfactorily without changing 
the position of the range or the boiler. 


Knox, Ind. R. A. H. 


Vol. LXIV, No. 12. 


In Fig. 1 we show the connections which correspondent 
finds will not work. We would not expect that they ever 
would work, for hot water will not take a downward 
course, as it would have to with these connections. After 
leaving the water front a path must be provided for the 
hot water which is upward in direction, this being the 
direction that hot water will naturally tend to take. 
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Fig. 2. 


In Fig. 2 we show the only correct way to install the 
work when the range is above the boiler. In this method, 
the hot water first takes an upward course, which should 
be at least to the ceiling above, and higher if possible. 

As the hot water travels away from the range, it be- 
gins to cool to some extent, and this creates a tendency 
to drop back toward the boiler. In this way a partial 
circulation is set up, although it must not be expected 
that a boiler heated from above can be heated with any- 
thing like the satisfactory results to be obtained under 
normal conditions. Generally there will be trouble from 
the collection of air at the high point on this system, 
but this can be easily remedied if there are fixtures above 
to be supplied, by taking a branch from the high point. 
The air would find a vent through this connection. If 
this cannot be done, it will be necessary to put an air 
cock on the high point of the loop, and open it whenever 
the accumulation of air is sufficient to cause trouble in 
the circulation. 

Lake Charles, La—G, L. Leach, formerly with C. C. 
Hartwell & Co., of New Orleans, has arrived in this city 
to take charge of the work of the Lake Charles Plumb- 
ing Co. 









HE sellers of advertis- 

ing realize too well that 

much of their space is 
used ineffectively. Nor are the 
thoughtful ones willing to place 
all the blame on the copy, or 
on the incomplete distribution 
of the product. 

To a greater degree than we 
like advertising is still in the 
realm of uncertainty. 

The advertiser of a _ nation- 
ally distributed product sold 
through the retail trade can tell 
but little as to which particu- 
lar mediums are profitable, If 
the total sales are greater in 
a certain calendar period than 





they were in a former period, 
it is assumed that the advertis- 
ing campaign was_ successful. 

The mediums used too sel- 
dom disclose their exact effi- 
ciency, and their — selection 
therefore is too frequently a 
matter of judgment based on 
hope. 

The attention of the con- 
sumer to advertising is more 
accidental than intentional. 
The psychology of advertising 
is quite largely based on memory, feelings, emotions, 
instincts, suggestion and habit. \ttention is somewhat 
generally drawn to advertising by depending on the 
mechanics of the eye. 

Is there not a better way? 

Cannot advertising be gradually taken from the realm 
of the uncertain and placed in the realm of the real? 
Cannot attention to advertising be made_ intentional 
rather than accidental, as it so largely is at present? 

There is a better way and because it is better we can 
find it. It will be found in educating the consumer of 
advertised products to take an intentional interest in 
advertising. 

Interest in a subject immediately follows a little knowl- 
edge of that subject, and intensifies as the knowledge 
gTOWS. 

Therefore let us educate the consumer about adver- 
tising. 

Advertising men are doing much to educate them- 
selves. Our splendid class publications, our constantly 
increasing text-books, and our multiplying courses of 
study in ad clubs, schools, Y. M. C. A.’s and colleges, 
all are doing much to improve the character of our 
text, illustration and composition but we are doing 
little to make advertising more effective 
[Editor’s Note John K. Allen was the founder and for manv 
years the proprietor and editor of ‘‘Domestic Engineeringz.’’ 
He is now advertising manager of the Christian Science 
Monitor of Boston. His selection as chairman of the Toronto 
program committee of the Associated Advertising Clubs is a 


most excellent one. The article herewith is reprinted from 
“Associated Advertising.’’] 











How Shall We Make Advertising Effective? 


By [OHN K. 


ALLEN 


Let us make the silent part- 
ners active. Let us extend our 
educational work to the con- 
sumer. 

The advertising advertising 
campaigns, clever as they are, 
do- not do it. Our house ads 
In our own publications are not 
doing the desired work. 

Why? Because they do not 
vet under the crust of the con- 
sumer’s indifference to adver- 
tising, and they are as ineffec- 
tive as the paid advertising of 
our customers in the same 
publications. 

But the consume! an and 


must be educated 





Here is a plan 

eT e@\ ery ad clul » prepare a 
clever, illustrated lecture on 
what advertising should mean 
to the consumer, covering the 
subject from many points. Let 
the directors of each club go 
over the lecture and cut, prune 
and dress until it is a live mes- 
sage worthy of being put 
across the footlights. 

Then have a crew of good 
speakers, good lookers and 
vood mixers volunteer to deliver the lecture when called 
upon, 

Before the coming season opens offer to deliver this 


, ; ; , ‘ . 
lecture irree to every organization ofr consumer®rs which 


can be reached. Farmers’ clubs, labor unions, high 
schools, churches, Y. M. C. A.’s, Y. W. C. A.’s, women’s 
clubs, and every other gathering of consumers will wel- 
come a virile, forceful talk of this kind 

The lecture should cover the question ot advertising 
in so far as it affects the consumet 

For example, these are some of the phas« t] 
ject: 

Importance of advertising: $600,000,000 estimated to 


be spent each year in advertising; show the various forms 
of advertising, newspaper, magazine, religious, technical 


and trade press, agricultural publications, directories, ou 


door advertising, catalogues, booklets, and sper lalties; their 
continuous presence and conscious or unconscious inf 
ence, Show what a large proportion of human 
sumption is of advertised or branded articles 

kconomi effect of advertising upon the oOnsumet 
How it shapes his wants, fixes standards of living, stand 
ardizes consumed articles, regulates prices, prevents sub 
stitution, Teach him how advertising instead 
creasing cost of living really lowers and levels 1t 

Educational effect of advertising llow to. differes 
ate between the false and the true, between the fake d 
the dependable; how it makes a consumer a better judge 
of values and therefore a better buvyet ‘each the con- 
sumer the high standards of honor, truth and efhcien 
the ad clubs have set for the business of vivertisin 
thus increasing confidene nm advertisit ' 
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legitimately adver 


tiseqd Husiness and tne le struct ¥ Ge Wastetrui and criminal 
‘| , L, +}, " " ? ly ] ! +, re , , ‘7 *) +} . 1} ] . 
Cattli Liiegy ‘) pit viti i ; -) 8 & ' «i ' OuUny nose pu ywICcationNns 


which do not live up to the hieh standard of “truth 


’ . ‘ ‘ - 
Chi ampaign Carried out consistentiy tor two or 
three years in any community, should quite change the 


ittitude of people toward advertising, create an educated 
ublic interest in advertising, and very greatly increase 


the eftectiveness of all advertising mediums in that com- 


It will make our educational course complete and do 


| 4 | 
much to make advertising a dependable force in the lite 






LEGAL DECISIONS. 


Damages Allowed For Wrongful Use Of Trade-Name. 


In a suit by one company against another the Supreme 
ludicial Court of Massachusetts holds, 101 Northeastern 


Reporter, 1O)s.}. that t} 


f plaintiff was entitled to recovet 
from the defendant both the damages which it had sus 
tained from the defendant's wrongful S¢ ot its trade 
name and the amount of the profits realized by the de 
tendant therefrom, SO tar as this might he necessary for 
its full compensation But this did not mean that the 
plaintiff might recover from the defendant both the 
mount of the latter’s profits as such and also damages 
assessed upon the theory that the plaintiff, but for the 
defendant's wrongful acts, would have made the sales 
which had been made by the detendant, and so was en 
titled to recover an additional amount tor the profits 
which it had lost It might not recover a double com 
pensation for the same _ sales The plaintiff was not to 
derive a double gain from the defendant’s sales, by re 
covering in addition to the profits made by the defendant 
from its sales those which by reason of the same saies 


| 


the plaintiff had lost the opportunity of making. This 
would be a manifest injustice. The plaiatiff in such a 
case as this may, to be sure, have suffered some particu 
lar loss or damage for which the receipt of the detend 
ants profits would not compensate him. If, for example, 
the detendant has attempted to undersell him, has intro- 
| what sometimes 1s called a cut throat competi- 
tion,’ thus cutting down the plaintiff's profits without 


‘ 
] 


correspondingly increasing his own, or if the defendant 
has cheapened his production by the use of inferior ma 
terials or by unsuitable processes of manufacture, and 
us has depreciated t he value of the plaintiff's track 
mark or of the words or symbols to which the plaintiff 

is acquired a right, or otherwise has injured the repu 


tation ot tiv plaintiff's eroodsS and thereby caused al 


ap- 
preciable loss to the maker, in addition to that caused 


by the actual sales which the defendant has made, the 
olaintiff should be allowed to recover for such a loss be 
sides taking the defendant’s profits, 1f the paintiff has 


, 
claimed and 18S a 


AN ENGLISH BOOK ON HEATING. 


lleating Systems; the Design ot Hot Water and 
Steam Heating \pparatus,”’ is the title of a new book by 
KF. W. Raynes, of Glasgow, Scotland, published by Long 


| 


mans, Green & Co. An analysis of the subject of he: 


ing as generally accepted by the British people, is pre 


~~ 
— 
— 
— 
~~ 
—s 


he emphasis being placed on the value ot Amer- 


wan heating specialties 4. PaLRes, price $3.50, postpaid. 


()rders can hye hilled by ‘Domestic I neimeerimng.” 
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THE USE OF MONTHLY BLOTTERS. 


Michael Hl. Condron. master plumber and steamfitter ot 


| 
Pittsheld, \lass.. has this year been making good use of 
the monthly blotter scheme for placing betore his trade 
and prospective customers the value of his services 
! 


The blotters, three of which are reproduced in reduced 
size below. are each 6x3'% in. in size, the illustration in 
each case being printed in three colors, with a background 
im gray. 

The advertisement is printed in black, with the calendar 


‘ +1, 


for the month in the center 
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Some Very Effective Advertising Blotters. 


’ 


The copy has been written to appeal to the owner who 
ly 


should have his plumbing and heating equipment looked 
over, to discover the need of repairs or overhauling. The 
appeal is none the less of interest to the owner contem 
plating new work. 

It will be noticed that each advertisement is so written 
that it is timely for the season. That is one defect often 
seen in the advertising of the average master plumbe: 

The size of these blotters 1s such that they can he 
slipped into an ordinary envelope with outgoing invoices, 
statements and letters, or can be mailed under one cent 


} 


postage toa mailing list already prepared 

















Annual Outing of Evansville Master Plumbers 


The Annual Event Held on Labor Day, September 1, on the Banks 
of the Ohio, Opposite the Mouth of Green River—Other Outings 


HE PICNIC grounds at Three Mile Island, ten Oklahoma where he spent the past ten vears, and he has 
miles above Evansville, again lured the Evans- been used to shooting Indians on the run: naturally hi 
ville (Ind.) master plumbers to this beautiful spot could “shoot the can 
to participate in a day’s recreation and good fellowship. \ greater part of the morning was spent by the 
Practically all of the local association’s outings given picnickers in fishing, but the “silver hook” of George 
in the past ten years have heen held at this site, owing to (areen, the chairman of the entertainment committe: did 
its beautiful natural gymnastic field and excellent beach the most effective work, and made the annual fish fry 
for bathing, and its great stretch of heavy timbered banks possible 
that afford shelter from the rays ot the sweltering sun. The big eats at noon were the best ever. and every 
In former years the trip has been made by boat, but one seemed to have their appetites with them and the 


this year the trip was made in automobiles furnished by 
the members of the local, and the ride to and from the 
city covered some excellent pikes and added a great deal 
of pleasure to the outing. 

\t 8 oclock sharp, all the master plumbers of the city 
gathered at the ofttice of John E. Woolley & Son, and 
were driven to the grounds. Arriving at the park, the 
crowd was somewhat disappointed to learn that the pro 
vision wagon had not yet arrived, and after an hour otf 
waiting a searching party returned towards the city, 
scouting for the tardy commissary. The wagon was 
finally located on a side road mired in the sand, about 
half way between the city and the grounds. 


The searching party loaded a quantity ot the provisions 





into their automobiles, gave the driver ot the wagon re- a 
newed instructions, and returned to the grounds where 
they were received with open arms, and were the center 
ot attraction tor some time. The Low Tanks, Winning Ball Team. Standing: Brown, Bloom 

After every one Was made comtortable and the minor field, DeChamp, Woolley, Johnson, Saberton. Kneeling 
details were taken care of, the party, which was a stag Gottman, Weber, Green. 
affair, prepared to participate in the many events that 
were planned by the entertainment committee. While menu offered every seasonable article availab 
the day was hot and dry, it did not interfere with the variety to suit every taste 
master plumbers participating in these events, So every The ball Came in the atternoon betwee rive tf 
one Was congenial and ready to do his part if) making Tanks (chain pull), and the [ow lanks (seat neratin: 
the outing a success was pulled off with great interest The ar 

The rifle contest, as usual, created a oreat deal of in- larry Weaver, Manager ot the Peerless Selly 
terest and the score recorded surpassed that ot any pre- pany, tailed tO arrive im time to pertorim the tasl ot cle 
vious year. or some time the Outcome was very doubt ciding the eft 1ency or the two -¢ mbpinat t 
ful, but Hlarry G. Newman, of the H. G. Newman Plumb- afterwards said it wasn't policy for him to do 
ing Co., tinally proved the victor in the close and long rm manutactured both varieties and he didn't 
range contest: while Walter Newman of the Newman & discriminate against either 
Johnson Plumbing Co., was the winner of the pitched When the game was called, the. High Tanks tried 
target contest. Walter has only recently returned from knocking on the “seamless” ball, but they couldn't ma 

’ 





At the Evansville Outing. First picture, Wm. Brown, State President, Wm. J. Woolley and Geo. Green, Chairman of Entertaining 
Committee. Second picture, Messrs. Ben. Newman, Hartig, Weber, Woolley, Gottman and Green Running a Fish Line in the 
River. Third picture, Some of the Machines Arriving at the Grounds. Fourth picture, H. G. Newman, Winner of the Rifle 
Match, 
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tor something was the matter with the 


| 
’ 


he “lever,” and “four-flushing” was very 


) as pitching for the Low ‘Tanks, had a 
“spring hinge” and shot the ball over with such torce 
that it smelt like melting solder to the High Tanks, and 
they began “leaking” ; every ' joint ‘s 

é “elevate” the ball was 
tion, and say, but they were “noisy” about it too 
didn’t last long, - the “flush” continued to 
weaker as the game went on, and finally the “sup- 
’ as completely shut off. 
The Low Tanks kept a constant “deep seal” on the 
sutht” at all times, and were so “superior” in every way 
that the uilmpire finally, with all respect to their previous 
superiority and usefulness, declared the High Tanks “out 
date” and “unsanitary” for fast company. 


The remainder of the afternoon was spent bathing 
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ceed John IF. Drees, ot Cleveland, who recently resigned 
and Charles W. Wilson, of Youngstown, was appointed 
chairman of the State Sanitary Committee, to take the 
place of Edward Morgan, of Cincinnati, who resigned on 
account of ill health. 


ONTARIO SOCIETY OF HEATING AND VENTI- 
LATING ENGINEERS APPOINT OFFICERS. 


At a meeting of the Ontario Society of Heating and 
Ventilating Engineers held on July 30th, the officers for 
the ensuing year were appointed. The society has been 
organized along the lines of the American Society of 
Heating and Ventilating Engineers and the officers are 
also members of the American Society. The executive 
offices and headquarters wiil be in Toronto. The officers 
are George Huey, president; M. IF. Thomas, vice-presi- 


Lh 


& 
4, 
e 


Ue: 


= 


s=. 
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Members of the Lowell, Mass., Master Plumbers’ Association, and Their Jobber Guests, at Their 44th Field Day at Eisleban Camp, 
on the Merrimac River, August 26th. 


and boating. and SOT | the membe rs contented them- 
selves by sitting on the river bank fishing, with few bites, 
save those inflicted by msects 


7 ' ; 
o clock another big was enjoyed, atter which 


returned to the city. tired but delighted with 


memories the dav afforded 


OHIO DIRECTORS HOLD SEMI-ANNUAL 
MEETING. 


Director the Ohio ‘Association of 
ni-annual meeting on Sep 

\V Sponsellor, State Presi 

inton, hio t National President A. ¢ 
(anton. met ith the directors 
during the 

7 5 
work and it 


reanization 


vas appointed a member 


President Sponsellor, to su 


dent: R. B, Mackinnon, treasurer; Norman A. Hill, secre- 
tary. Professor C. H. Wright, of the University of To- 
ronto has been elected an honorary member. 

Charter Members.—R. B. Mackinnon, Pease Foundry 
Co., Ltd.: M. F. Thomas; Norman A. Hill, manager In- 
dustrial Buildings, Ltd.: A. S. Leitch, Sheldon’s Ltd 
EK. O. Cole, Williams & Cole; George Huey, Canadian 
Domestic Engineering Co., Ltd.;: Holt Gurney, Gurney 
Foundry Co., Ltd.; E. Schofield, Pease Foundry Co., Ltd.; 
W. P. Crawford, A. B. Ormsby Co., Ltd.; R. L. Small- 
wood, Canadian Buffalo Forge Co.; E. P. Flanagan, C. A. 
Dunham Co., Ltd.: C. B. Richardson, Keith’s Ltd.; A. J. 
Dickey, C. A. Dunham Co.; H. H. Angus, Canadian Do- 
mestic Engineering Co., Ltd.;: C. M. Sparling, Bennett & 
Wright's, Ltd.: R. T. Waterman, H. G. Waterman & Co.:; 
C. T. Morse, Canadian Sirocco Co.: Wm. Mansell, Purdy. 
Mansell Co.; R. F. McHenry, \W. J. McGuire Co., Lt 
Richard Dawson, Darling Bros.; C. Ff. Doughty, Board 
Kk ducation. Toronto: A. E. Freeman, consulting engineer, 
Manning Chambers: R. E. Winn, General Manufacturers’ 
Agency, Ltd.; F. C. Dairs, engineer, General Fire Extin- 


ovisher Co. 
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OUTING OF THE SPRINGFIELD, MASS., MASTER 
PLUMBERS. 


——— 


Annual Event Held at Riverside Grove—Visitors From 
All Over Western Massachusetts in Attendance—A 
Most Enjoyable Event. 


The master plumbers of Springfield, Mass., were hosts 
on Saturday, September 13, at a clambake and their guests 
consisted of master plumbers from about every point in 
Western Massachusetts. The event was staged at River- 
side Grove, two miles from Springfield, on the banks of 
the Connecticut River and the participants were brought 
to the scene of festivities in automobiles. These were 
lined up in front of the Association rooms, where an in- 
formal reception was held at the noon hour. 

A shore dinner was served on arrival in true New Eng- 
land fashion, and the occasion was made _ particularly 
bright through the efforts of the Second Regiment band, 
whose work was commendable. 

There was a long list of field contests and a ball game. 
The latter was of brief duration, as the Springfield mem- 
hers, it is said, brought in 121 runs in three innings. 

There was a joint wiping contest for senior members 
and Cornelius Sullivan, of Holyoke, carried away a Gillette 
razor for his ability in this direction. J. W. Kennelly, of 
Springfield, was a very close second and received a jack 
knife. 

In the three-legged race Jack Neylon and Dick Fitz- 
gerald “came home in a walk.” 

There was a hundred yard dash and Thos. F. Drake 
proved the “fleetest of the fleet” in this event. It 1s 
noised about that he doesn’t know the race is over and 
that he’s running yet. Jack Neylon was in the lead until 
he encountered a downy pillow, thrown from the side 
lines. This upset him considerably. 

In the pillow contest it was hard to see the winner. 

The shoe race was won by Joseph Smith by a heel. 

There was a tug-of-war between hosts and guests. The 
former, captained by ]. W. Kennelly, were victorious. 

State President Robert Robertson, of Beverly, was an 
especially invited guest and remained throughout the day. 

Those who were still strenuously inclined adjourned to 
the Hotel Highland in the evening. But that is another 


story. 





RESEARCH COMMITTEE OF AMERICAN SOCIETY 
OF INSPECTORS OF PLUMBING AND SANI- 
TARY ENGINEERS APPOINTED. 





resident Thomas |. Claffy of the American Society of 
Inspectors of Plumbing and Sanitary Engineers, has ap- 
pointed his Research Committee for 1913. This commit- 
tee will report at the annual meeting of the society which 
is to be held at Minneapolis some time during the sum- 


mer of 1914. 

The members of the committee are as follows: 

Harry de Joannis, Chicago, chairman; H. Y. Carson, Cham- 
paign, Ill.; I. R. Carver, Health Department, Pittsburgh, Pa.; 
J. J. Cosgrove, Philadelphia, Pa.; F. W. Cloutier, Minneapolis, 
Minn.: Geo. J. Dehn, Chicago, Ill.; T. J. Farrell, San Fran- 
cisco, Cal.: J. P. Freeman, St. Joseph, Mo.; W. C. Groeniger, 
Columbus, O.; C. F. Herington, New York, N. Y.; John Joers, 
Rock Island. Illl.: W. H. Jennish, Waterloo, Ia.; J. S. Kelley, 
Chicago, Ill.; John Mitchell, Chicago, IIL; J. H. McGorey, Buf- 
falo. N. Y.: A. R. MecGonegal, Washington, D. C.; A. J. Mec- 
(jookin, Jersey City, N. J.: E. R. McKay, Wilmington, Del.; 
Edward Quinn, St. Louis, Mo.; Harry Schauer, St. Paul, Minn.: 
(“. R. Schmidt, Baltimore, Md.; James Smith, Winnipeg, Man.; 
H. F. Shade. Victoria, B. C.; F. W. Tower, Springfield, Mass. ; 
J. R. Walker, Waterbury, Conn.; W. J. Yackley, Dayton, O. 
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ATTRACTIVE SHOWROOM AN IMPORTANT RE- 
QUIREMENT OF A PLUMBING BUSINESS. 


So Thinks Chas. W. Noble, of Noble, Milne & Co., Pitts- 
field, Mass., Who Attributes Much of Their 
Success to Good Displays. 


In our frontispiece this week we show two excellent 
views of the showroom of Noble, Milne & Co., master 
plumbers and heating engineers of Pittsheld, Massachu- 
setts. The readers of “Domestic Engineering” will un 
doubtedly be interested in knowing something of the firm 
and their experience with attractive showrooms 

The firm has been in business twenty years, and in 


that time the members have had an excellent opportunity 


os 


to try out their theories of business-getting. The present 
building, which is 45x113 feet and three stories high. is 
the result of a desire for an ideal location that would take 
care of an increasiny business. The building is located 
on a corner, which gives light on three sides, and is three 
stories high, the business of the firm being handled in 
the first floor and basement, and the second and _ third 
floors being rented out as apartments. 

The illustrations show portions of the showroom devot- 
ed to the plumbing part of the business, the room being 
about 40 feet square. A display of boilers and radiators 
is also an attractive feature. 

Chas. W. Noble, treasurer of the company, in speaking 
of their new building, into which they moved the first 
of last January, says: 

“Our building being on a corner we have a fine light 
from two sides and also have a large skylight so that our 
showroom is very light. We have taken special pains 
also to have a large amount of light properly placed for 
evenings and our store when lighted up at night is a 
very attractive sight from the outside. We consider this 
one of our best means of advertising. We of course take 
great pains to keep the fixtures clean and attractive and 
endeavor to show as far as possible the fixtures that seem 
to be popular with our local architects. 

“The balance of the first floor is taken up with the of- 
fice, stock room and sheet metal department. In our first 
Hloor stock room we take care of all the lighter stuff and 
all fittings up to and including 2 inch as we have con- 
siderable retail trade in the small stuff. In the basement 
we have stock rooms for heavy storage, such as plumbing 
fixtures, soil pipe and fittings, wrought iron pipe and all 
fittings over 2 inches. Here we also have our pipe cutine 
department where we handle and get out pipe up to 6 
inches. , 

“We have proved to our satisfaction that a show room 
on the line of ours is of great benefit to the plumber, as 
we have greatly increased the volume of the higher grade 
of work and have lost none of our hold on the cheaper 
grade. We have been advised by men in a position to 
know that we have the finest up-to-date show room of its 
kind in New England.” 


Auburn, N. Y.—Mayor Thomas H. Neill, of this city, 
has appointed Oliver J. Hickey, of Dill Street, as a mem- 
ber of the Board of Examining plumbers. The appoint- 
ment has been confirmed by the Common Council. 

\W. A. Wolverton has been appointed plumbing in- 
spector at Topeka, Kan. He took charge of the office 
some days ago. Mr. Wolverton has been connected with 
the plumbing trade for many years and it is expected that 


he will make an ideal plumbing inspector. 
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PRESIDENT IRVING APPOINTS STANDING COM- 


MITTEES. 


President Chris Irving of the Nationat Association of} 
Master Plumbers, has just appointed the members of his 
standing committees for 1913-14. The members follow: 

essay Committee M. i. Ford, chairman, 13 S. Broad 
Street. Atlanta, Ga. Higson, 105 kk. First South 
Street, Salt Lake ity tah W. Crowell, 744 
Pedro Sree t. [Los \ngel _ Joseph Netzer. 1. 
coln Street. Laredo. Texas: F. ¢ Booth, 103 Midd 
Street, Bridgeport oni 

Legislative Committee \. BP. Elder, chairman, 208 
Main Street, Ottawa, Kan.; Joseph A. Weldon, 305 Wood 
Va.; Frank J. Klimm, 221 Oak Street 
l'rancisco, Cal \. Menagaux, 422 Lewis Street 


Union, N. J.: Gus Hanson, 126 W. Reno Avenue 


Street. Pittsburch 


homa City, Okla 
Sanitary © ommittee lames S, ¢ assedy. chairman, i 0s 
Mass. Avenue, Cambridge, Mass.; T. E. Walters, 16 S 
River Street, Aurora, Ill: Henry Moore, 2923 Cass A\ 
enue, St. Louis, Mo.;: W. N. Smith, ¢ 
Astonia. Ore { Desselhuys, Aberdeen, S. Dakota. 


1S (Commercial Street 


| Business Ventures 


Milwaukee, VW Fuller Plumbing & Heating 
this city has been incorporated by H. A. Fuller, 
and DI. W. Durkin 

Danville, [11—The J]. C. Rhodes Plumbing Co. has been 
imcorporated with a capital of $1,500. The incorporators 
ire J. C. Rhodes, L. W. Gass and J. FE. Clarke 

Greenville, Pa—F. L. Anderson, Fred McClurg, Harry 
Sisley and David Black have organized a company and 
purchased thre 
Heating Co 

Mason City, lowa The Central Block Heating Co., of 


has been Incorporated with a capital Or SLO.000 


business of the Greenville Plumbing &€ 


this city, 
to construct and maimtain a central heating plant. The 
oOmcers ot the COMmpany af Ie H, (save, president; | B. 
Youngblood, vice-president; and Allan Burk, secretary 


and treasure! 








Change ! 





McHenry, IIL—A. W. Grantham has sold his plumbing 
business to John J. Vycital. 

Plano, [l—Wilham H. Miller has sold his plumbing 
business to Edward Malley & Co 

Red Oak, lowa.—The Kerrihard Company has sold its 
plumbing business to H. W. Carder, of Omaha, Nebr. 

\mes, lowa.—The McCawley Plumbing Co. has moved 
its establishment to the East room in the Globe build 
Ing 

Quincy, [11.— The newly elected officers of the O'Neill 


Plumbing Co., which recently took over the business un 


> 


der that name by James H. ©'Neill and son 
lows: President, A. Doerr: Treasurer, A. 
schmidt; Secretary, ©. S. Burbidge, Manager, 


schmidt 








 — 





\Ibuquerque, N. M. Staehlin has secu 
contract for plumbing the new municipal building. 

Creston, la.—J. J. Dunnegan, of Shenandoah, 
secured the contract for a large job of sewer work, 
city, at a bid of $5,541.50 

Mandan, N. D.—Paul Heckert has been awarded 
ontract tor the plumbing in the new public school 
contract amounts to $1,145. 

Ponca, Neb—N. PP. Heydon, of this city, has 
awarded the contract tor the heatine and plumbir 

| Fk. Moore’s new house 

Cinecimnati, ©.—Schuster & Wagener have secured 
ontract for the plumbing 11) Jacoh Vossler & Son's 
warehouse on West Court Street. 

Fargo, N. Dak 


cured the contract for the plumbing in the new 


kdward Madison, of this city, 


ium =the contract amounts to $2,500. 

Topeka, Kan.—A. A. Doerr has been awarded 
tract tor the plumbing in the new state hospital 
Kan fhe contract amounts to $2,990. 

rosby, Minn.—William Gausewitz has been 
the contract tor the plumbing and heating of the scl 
building now being erected at Mahnomen. 

Philadelphia, Pa. 3 M. Morris has been awarded 
contract for the installation of plumbing and heating sv- 
tems in Julia Homer’s residence at Bryn Mawr 

Marion, Ind. 


the contract for the installation of an up-to-date plu 


Brunka Bros., of this city, has se 
ing system in the new Indiana Boys school at Plainfield 

Williston, N. Dak.—Daniel Bell & Co., of this city, | 
been awarded the contract for the installation of a steat 
heating system in the Plentywood hotel at Plentywood 
Mont 

Indianapolis, Ind.—W. H. Johnson & Son Co., 330 
wt. for Street, has secured the contract for the install: 
tion of a heating plant in the Indiana Boys school 
Plainfield 

Philadelphia, Va 
contract for the installation of a heating syste 


Klonower & Jast hav 


Thomson's new building on Twelfth and Wal 


Consideration $3,000. 

\berdeen, S. Dak.—The Aberdeen Plumbing & Heat 
(o. has secured the contract tor heating the municip 
building, and Clarence Desselhuys has been award: 
contract for the plumbing. 

Villisca, lowa.—Frank Lenhart, of this city, 
cured the contract for the installation of plumbing a: 
heating systems in the new school building at Red © 
lowa. Consideration $7,690.80. 

Spokane, Wash.—Edward R. McCaffrey has secured 
contract for plumbing the new Milwaukee freight sh: 
on Trent Avenue and James Smyth Heating & Plum) 
(Co. secured the contract for the installation of a he 


system. 
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been award- 


(Qconomowoc, \\ is. HH Lorlel ery? Co., have 
ed the contract for the heating system in the third ward 
school house, in this city. 


Rochester, N. Y.—k. E. 


under way the plumbing installing in several new house 


Bohrer, of North Street. has 


on Park Avenue for James |ockhart. 

conomowoc, Wis.—The contract tor the steam heat- 
ing in the new Jas. Wilsey Department store was award 
ed to Smith & Meadows, of this city. 

Oconomowoc, Wis.—k. A. Kersten & Co., of this city, 
was awarded the contracts for installing heating systems 
in the residences of A. Nack and Chas. Clauson. 

Central City, Nebr.—Ross ilart, of this city, has secured 
the contract for the installation of a new steam heating 
plant in the school building at Wolbach, Neb. The con- 


tract amounts to $1,200. 


(Coronada, Cal.—Architects Quayle Bros. and Cressey, ot 
San Diego, awarded the contract to L. J. Michaels, tor the 
heating to be installed in the new) school building to be 


erected in this city \mount $5,445 


fullerton, Cal—Buell A 


awarded the contract for the plumbing in the new 


, 


leueller, of -ullerton hi: 


- 


from the plans ot Archi 


\nyue le S 


building being erected in this citi 
tects Tuttle and Topkins, Delta Building, Los 
Amount $3,400. 
Los Angeles, Cal—Jacob Rosen, 1460 Central Avenue, has 
secured the contract at $3.200 for the sheet metal work in the 
three-story brick hotel building being erected tor L. Dora ¢ 
Call, on South Hope Street, from the plans and specifications 
of architect A. C. Featherstonhaugh, Ferguson Building. 
Los Angeles, Cal—The Thomas Haverty Co., 517 South 
Los Angeles Street has secured the contract at $3,400 cover 


ing the plumbing work in the four-story building to he 
erected on South Hope Street for the Knights of Columbus, 
from the plans of Architect A. C. Martin, Higgins Building 

Jackson, Tenn.—FE. 


Street in this city, has several nice contracts on his books 


RB. Curtiss, of 216 East Baltimore 
such as the plumbing in the New Lyric Theatre, the 
Presbyterian and the Methodist Churches, and the plumb- 
ing and heating in Wilham lIlolland’s new $12,000 resi- 
dence. 

Architect EK. ( 


Spring Street awarded the contract to the Samtary Plumbing 


Los Angeles, Cal. Thorne, 631 South 

Co,, 4101 South Park Avenue, tor the plumbing and. sprink 

lers in the four-story brick store building being erected for 

the Stahl-Miller Co. on the corner of Commercial and Los 

Angeles Street. 
Camden, N. |.—Ir. | 


nue, 1s doing the plumbing and heating in fifteen new 


\mount $3,625 


7imimerman, 1216 Kaighns Ave 


houses and has also been awarded the contract for plumb 
the new building at 712 Broadway. PVP. J. Sand, Mt. Ep 
hraim Avenue, is installine plumbing and heating in five 
new houses on Mt. Ephraim Avenue. Geo. F. Hammond. 


18 South 3rd Street, is doing quite a lot of plumbing work 


in the Masonic Temple in this city. 

Chester, W. Va.—Fred Rodgers, a well known plumber 
here, has just been awarded all plumbing contracts for 
being erected 


in Newell, W. Va... three miles south from here, Dy the 
North American Manufacturine Co., of Newell. 


twenty-five brick houses which are now 


Rodgers 
also was awarded the plumbing work in the two new 


fifteen kiln general ware potteries which are nearing 
completion in Newell, by the Edwin M. Knowles China 
(o.. of Chester. W. Va.. and the 


(o.. Ot least 


Hlomer Laughlin China 
Liverpool, () [hese contracts are the 
largest that have been awarded plumbers in the astern 


Ohio territory this season 
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IF YOU NEED HELP : 


get the right man through the Classified Department ty 
of “Domestic Engineering.” 
insertion—that’s all. 


Four cents a word per 
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Among the Wholesalers 


and Manufacturers 
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WILL MAKE PLUMBING AND HEATING HALSEY MFG. CO.’S PLANT MOVED FROM LYNN, 
SPECIALTIES. MASS., TO PHILADELPHIA. 











The Harrison Pipe Nipple Co., of Newark, N. J., has The Halsey Manufacturing Co., Heed Building, Phil 
been incorporated with a capital of $25,000, to manu delphia, manutacturer of temperature regulating devices. 
facture plumbing and heating specialties. The incorpora- has just announced the removal of its plant from Lynn, 

H. A. Irwin. S. Hershey and J. B. Reilly. all of Mass., to its new fire-proof building at 1211-1215 Filbert 


Street, Philadelphia, the convenient location of which with 


GEO. J. ROBERTS & CO. INSTALLING ADDITION- 
AL EQUIPMENT. 


George ]. Roberts & Co., of Dayton, O., are overhaul- 
ing their plant and installing considerable new ma 
chinery. The company’s demand for inotor-driven pumps 
has increased so rapidly during the past year that an in- 
creased capacity in that department was made necessary 


at this time 


OFFICE BUILDING AND POTTERY OF THE AL- 
LIANCE COMPANY. 


The accompanying cut is au illustration of the office 


building and sanitarv pottery of the Alhance Company, 
y pot : E. S. Halsey, President Hal- W. W. Hogle, Treasurer and 


at 1920 Clybourn Avenue, Chicago his company was sey Mfg. Co. Manager Halsey Mfg. Co. 


organized in 1910 at Trenton, N. J., operated in that city 

for two years, and moved to Chicago in 1912 and built enlarged quarters and facilities will enable the company 

its present plant there. to serve its trade better than before. The officers of this 

This plant consists of a handsome four-story office company are: E, S$. Halsey, president; W. W. Hogle, 

building, 120x160 feet, of concrete construction, and a treasurer and manager; whose likenesses are shown here- 
with, and S. C. Halsey, secretary. 





THE FALL TOURNAMENT OF THE CENTRAL 
TRADE GOLF ASSOCIATION. 





The Central Trade Golf Association held its fall tourn- 
ament at the Pittsburgh Country Club, Pittsburgh, Pa., 
on Tuesday, September 9th, as reported in last week’s is- 
sue of “Domestic Engineering.” Owing to the fact that 
the event was so well attended, it was found impossibl 
by the official score-keeper to arrange the scores and an- 
nounce all the results of the tournament until the follow- 
ing day. His official record showing the scores in detail 
follows herewith: 


Plant of the Alilance Company, Chicago. 


pede manga moderaly equipped. hae re bong pO- Qualifying Round—Association’s Championship. Nine Holes 
cated on the Chicago, Milwaukee & St. Paul railroad, Medal Play.—Full Handicaps. 


with connections to all trunk lines. The company manu- Gross Hakp. 


factures a complete line of sanitary vitreous ware con- *. H. Eggleston, Jr 45 g 
sisting of lavatories, tanks, syphon-jet and wash-down a — . 41 
bowls. | ns oe 

The personnel of the company is composed of the fol- . & elite 
lowing gentlemen: John Clifford, president; A. M. Mad- J. D. Ron 
dock, Jr., vice-president; and Frederick Clifford, secre- > Ses 


: A. Rowe 
tary and treasurer, all well known to the plumbing supply Seaham 


trade. ’ B. Brvar 
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At the Central Trade Golf Tournament, left to right: Joseph A. Weldon making one of his famous drives. J. N. Anderson, of An- 
derson-Darragh Co., Pittsburgh, who won first prize. John K. Frye and Geo. H. Bailey, exchanging a few tips on the fine 
points of the game. E. H. Eggleston, Jr., manager of the Pittsburgh branch of the American Radiator Co., who came within a 
few strokes of carrying away first prize. W. B. Bryar, of Bailey-Farrell Mfg. Co., getting close to the last hole. 


Ee Se -lCeeee ies . 63 1] 
fee” bas wex ede anes ; 5S p 51 
a. ee Wn wae oak ey ere vi th +] 
W. LL. Creese . ee eee are a 12 D4 
io We EE neuccwssc: Se ee Sat of 1] ‘3 
r’. A. Haring . eu enen 7 ve 56 12 i4 
i — = aera ode » 6 35-: 
Ee eS! aa saealcs a Saale ins 17 1] 36-3 
fe Me SD. ov dcesvbcousced<scescces il 1) i] 
Se ee En nc ccccven 52 1d 17 
J. Ee. LM@WDOIMer.... so. ee ee ne ao }2 17 
i Be. BOE oc ccécccéévce er » + 15 55 
mB BPE. cckccciccien — H4 LS bt} 
me Be. FEW ....cee ans eatin: ai 2 , da IS o4 
ee So. CW nc ccs re re ee hs ie *e 1S 7D 
J. N. Anderson, 1 Sela ears 4H 2 34- 
. Mes BOOCHOP ....vccecccs St ai, 12 a3 


Eight Low Net Scores Qualifying. 


bl *<cs 
(sross 


J. N. Anderson, Jr. 34 
-. Ba. Beeemt..... ceed : 35 
fe a ae 36 
We Mwscenesaeeuuns ea 
I H. Kggleston, Jr..... vi 
H. T. Peterson oe aeacad 62k 
W. A Rowe. er , , ora 4 
G. H Baile, jeaews +] 
Tied, 
(STOSs 

J. A. Weldon. : { 
(>. H. Bailey. itl ae tas os i] 
Hl. H. Chaplin .. Pag i] 

Mr. Baile won the tie 


Elimination Round. 

(7. H. Bailey beat F. H. Hecht 

J. N. Anderson, Jr... beat H. T. Peterson 

W. A. Rowe beat F. kK. Geisle 

Kk. H. Eggleston, Jr., beat J. D. Root. 
Semi-Final Round. 

J. N. Anderson, Jr., beat W. A. Rowe 1 up. 

Kk. H. Eggleston, Jr., beat G. H. Bailey 1 up. 


Finals. 


J. N. Anderson, Jr., beat kX. H. Eggleston, Jr., 2 up and 1 to 


play, and secured the silver cup 


Eighteen-Hole Medal Piay. Full Handicaps. 


(;ross hHidkp Net 
KE. H. Eggleston, Jr..... ie oe 15 73 
Hi. T. Peterson . sy nian ate aces RY XN \1 
kK. i. Bruce 92 6 <6 





oe 


aa 


the Central Trade Golf Tournament: First Picture, J. K. Frye, 
ond Picture, Geo. H. Bailey, of Bailey-Farrell Mfg. Co.; J. N. 
Radiator Co., and J. K. Frye, Pressed Metal Radiator Co. Third 
Co.: W. A. ROwe, American Blower Co.; J. Graham, Knoxville 
Picture, W. W. Weller, of A. M. Byers Co.; F. A. Haring, of Frick & Lindsay Co.; W. N. Sauer, of W. N. Sauer Plumbing Co., 
and W. J. Creese, of John Douglas Co. Fifth Picture, C. C. Choffin, of Johnson Service Co.; F. H. Hecht, of Sturtevant Co.; 
Cc. B. Kennedy, of Bartley-Kennedy Co.; H. H. Chapin, American Radiator Co., and F. E. Geisler, of F. E. Geisler Co. 


J I. Crood 

oA. Weldon | 1\ TS 
J. D. Root si : - 
R. Kenny ‘s J 

\V A Rowe %$ rt. 
J (;raham 

\\ 13 Brvat li, ty '] 
W. W. Hall , lt 

J. K. Frve aL 14 Xs 
(; { Balle, 
\WV T. Creese Ps LO 
W. W. Weller Lau 


Mm A. Haring 

r’. H. Hecht 

ik. I. Geisler 

Hi. Hl. Chaplis 

J. H. Lamberget 

Ss. H Harpe! ] 
(>, BB. Stewart 


ic, H. Hawman 








H. ©. Shaw 5 ’ (149 
J. N. Andersot 
i> NI Deckert! 1? { 104 
H. McK. Jones ’ . 
irst Prize Silver Loving Cup. presented by H. O. § 
of the Pressed Metal Radiato (‘«) yor HK of Che 
a low net score ot ! 
Second Prize Desk Lamy] esente hy \ Vs 
Weldon & Kelley Co., J. DT). Root 
see seee 












a" 
} 


‘ 





| Pers onal 5 


Mention — x 
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/ 

f 

a 


M. J. Alexander, vice-president of 1 
and Fittings Co., has just returned to duty at his Pitt 
burgh othce after havine spent the summet it his sun 
mer home in Jamestown, R. lL. 

Francis T. Baker, ot the Geo. H. -Tay Co., San Fran 
cisco, Calif., passed through Chicago last week on an 
eastern trip. He is to be gone several weeks and will visit 
a number of the manufacturers before returning to 


coast. 





H. C. Shaw and J. D. Root, of Pressed Metal Radiator Co. Sec- 
Anderson, Jr., Anderson-Darragh Co.; E. M. Decker, American 
Picture, D. Gardner, of Chicago office of the American Radiator 
Piumbing Co., and Geo. H. Bailey, Bailey-Farrell Mfg. Co. Fourth 




















ae eld, assistant venecral manager of Ruud Mfe 
{ }? ? ‘7% |? ’ ’ " ‘ . } *. 
I _ ~i! I ‘ list returned 1? I t VW ) 
yeeks Cat i? \tianti ( ify 


Samuel Hunter, jr., has closed his plumbing business in 


. 1 | ] 
binneapotwis, NLNN and accepted a position as city sales- 


man for the National Manutacturing & Supply Co. in that 





1 ‘ ] , | 
( entral qd Wester! state mad States that pusimess 1n 
] ‘ ' } a ; " | +? ‘ ¢ 
113s V1 in ware rene in tiie as 
} 
I r?vy i ~ 





SS Die othe Boe a ae “| a ee 
' ’ INC LILA 4 (>] i | rf i) VCars i MMU Lead 
1 : 

sperous heating and ventilating contracting 
, ‘ . " } , eel "?) \ ‘ i , +} 1, } ; 7? ’ 
t*s-> eee {) f ! \¢ \ }f sec) Will Headquarters 

' ’ ’ ] - 
if ers¢ itt is recently Oimed the selling force Cr] 

t> ) | 
f i> ] Rab } Becke , { le veland., {) He 
77 ’ . 

vill represent the company’s interests in Cleveland and 





W. CC. Shaughnessy, advertising manager for the Ruud 


Mic. ¢ Pittsburgh, Pa., is again on duty after a three 
weeks ation Mr Shaughnessy is a real colf en- 
thusiast » after perusing several stacks of circulars on 
vacation resorts located in various parts of the country, 
he engaged a caddy for three weeks and spent his vaca 
tion on the golf links in and around Pittsburgh 
Geo. H. Bailey, of the Bailey-Farrell Mtg. Co., Pitts 
tit stered at one the leading Chicago hotels 
ymie days ag Hie was enthustrastic over the showing 
being made by the Central Trade golf bovs at Pittsburgh 
He ruyed some t the Chicago fellows over the scores 
they have been making in the recent tournaments here 
nd invited them to go over to Pittsburgh and see what 
Tf c Meant t thie headquart« rs of Andy Carneg 
‘| \she, engineer tor Ross & McDonald, one of thi 
leading architectural firms of Montreal, Canada, passed 


, , 7 7 ’ 
tnreu (hicago this week en route to the Great North- 
| 


tl | growth of that sec 


west \s in evidence of the rapid 
tion of the Dominion of Canada Mr. Ashe mentioned that 
is firm had under way contracts tor the following large 
hotels Fort Garry Hotel, Winnipeg, Man., to cost 
$2,000,000; MeDonald Hotel, Edmonton, Alberta. to cost 
$1,250,000; and Ou Cappelle Hotel, Regina, Saskatchewan, 


S71 P50 000 


A FLUSH VALVE OF MOST PRACTICAL DESIGN. 

The Buckeye Tank and Seat Co., Canton, Ohio, are the 
manufacturers of the “Young Flush Valve,” a patented 
valve with many points in its favor. The manufacturers 
claim that it cannot become unseated and will not leak or 
get out of order. It is simple in construction, and is very 
desirable for repair work. It can be used in wood, iron 
enamel or vitreous tank with equal facility. Full partic- 
ulars will be sent by the manufacturers to those who 
mention “Domestic Engineering.” 


COMPLETES NEW CATALOG. 

The Chicago Pump Company has just completed their 
new Catalog D, which describes and illustrates their Au- 
tomatic Electric ondensation Pump, which they claim to 
be the finest Condensation Pump on the market today. 
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This catalog will be of interest to prospective buyers, a 
it describes many new additions to their already popula: 
Condensation Pump. The Chicago Pump Company wil! 
be pleased to furnish any information desired and wil! 
mail the catalog upon request, upon mention of “Domestr 


K-neimeering.’ 
THE FLOAT SEASON NOW WITH US. 


\gain the time of year has come tor the business 
men’s parade in the “home coming” week and the fall 
business carnival and the gentle stimulant of the float 
must have attention. 


this connection a view of the attractive float used 





In 

















Fioat of Hart & Crouse Co. 


by the Hart & Crouse Co., of Utica, N. Y., jobbers ot 


plumbing and heating supplies in their city last fall may 


not 
man Day” parade in that city and attracted a great deal 


be out of place. This float was a feature of the “Ger 
of attention. \n attractive bathroom brought to the at- 
tention of everyone on the street was an innovation—a 


protitable one, Too, by the Waly. 


THE NEW STRICKLER RATCHET PIPE CUTTER. 


\W. W. Strickler & Bros., of Coiumbus, ©., have re 
cently placed a new tool on the market under the name 
of the Strickler Ratchet Pipe Cutter No. 2. The accom- 
panying cut illustrates this tool, which is said to be built 
very strong and made to stand all the hard knocks such 
a device usually gets, without straining or pulling out ot 


shape, and to cut threads in 





oa | stead of cutting the pipe as is 
} often the case. | lt is a ratchet 
device that enables the operator 
to cut pipe overhead or else 
where from any position he de 
sires, and as it opens on a swing 
bolt, it c: 
very easily, and it is therefore a 


n be put around a pipe 





handy tool to use in difficult 
places. Cutting tools of the 
kind employed in a lathe ar 
used, and a number of these its 
furnished with each machine 
By its use a perfect lathe cut 1s 





made leaving no burr on the in 











side iT the utside of a ID 
The Strickler Ratchet pipe 


Pipe Cutter No. z. thus making it ready to bi 


threaded as soon as cut without 
touching it with a file or reamer. This Strickler No. 
machine is said to cut pipe cn easily that one man cat 


cut 4-inch wrought iron or steel pipe with only one han: 
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to Operate it, and smaller sizes proportionately easier, and 
this in a very few minutes, all which is something that 
will appeal both to the man on the job and to the boss. 
\nother feature of interest about this machine is this, 
that it will cut soil pipe perfectly, making a clean cut 
without breaking or cracking a joint, which often hap- 
pens when cutting soil pipe with a hammer and chisel. 
The manutacturers further report that although this 
cutter has been on the market only sixty days, it is al- 
ready being adopted rapidly by firms who are on the look- 
out tor labor-saving machines. Cutters of the same de- 
» cut both 
up to 30 inches in diameter, and the firm has a large 


sign are also made t cast fron and steel pipe 
trade established for these among contractors and water 
and gas companies. Varties interested in pipe cutters can 
obtain complete information from the manufacturers upon 


application, mentioning “Domestic Engineering. 


MADE SIX HUNDRED ‘DOLLARS EXTRA IN A 
YEAR. 


Should a master plumber and fitter stick so close to 
his “knitting” that the profit on specialties is not con 
sidered? 

This question comes up when the sale of heating plants 
In many cases the sales are made on a com- 
something 


is in mind. 
petitive basis—profits are not always large- 
must be done to increase profits. 

The experience of one heating contractor who made six 
hundred dollars extra in one year on the sale of heat 
regulating devices for residences is a most interesting one, 
It was so interesting that the Minneapolis Heat Regulator 
Co.. Minneapolis. Minn., has had the story reprinted in 
booklet form, calling it “Profits Which the Heating Man 
[Is Neglecting.” 

The facts are there—the story 1s one of the human 1n- 
terest kind—and no reader of “Domestic I:ngineering” 
can help but profit by reading it. A copy will be sent by 
the Minneapolis Heat Regulator Co. upon mention of 


“Domestic Engineering.” 


The AEE 
| ‘Motal Man On 


-. }« 




















Sa eee 


Activity in the Iron Trade. 


Considerable activity has been manifest in the last week 
in the iron trade not only in the East but in the South 


and \Vest. It is reported on excellent authority that 


sales have been made in Birmingham on a basis of $11.50 
for Southern Foundry No. 2. Markets in other cities 
show practically no change, although some very fair 
buying has been consummated in New York, one of the 
leading equipment companies buying about 10,000 tons 
of foundry iron for delivery during the first quarter of 
next year. Qf particular importance to the iron trade 
was the report of the U. S. Steel Corporation of the un- 
filled orders at the end of August, which showed a falling 
off of only 176,000 tons, whereas a falling off of at least 
(00,000 tons had been expected early in that month. The 
unfilled orders at that time were 5,223,000 tons. Book- 
ings by the steel mills continue fair and during August 
amounted to over 33,000 tons daily with some exceedingly 
heavy orders tor wire products. It is probable that the 
orders for this month will show only a slight falling off 
and should the railroads come in the market and buy 
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freely it may mean that the unfilled orders will show an 
increase. A few orders from the railroads have made 
their appearance, notably some car orders from the Bos 
ton & Maine, and the St. Paul, while rails have been pur- 
chased by the Erie and the Southern Pacific as well as 
the Nickel Plate. The rail market is likely to remain 
quiet, however, until such a company as the Pennsylvania 
or New York Central enters the market and purchases 
freely. Perhaps as important a thing as any other fac- 
tor in the steel trade is the change in sentiment, a dis 
position on the part of manufacturers of steel products 
to meet the tariff rather than to kick about it. Quotations 
are as follows: 


No. 1 Northern Foundry, New York.. 


- 


S16.00 tO S1T6.25 


No. 2X Northern Foundry, New York.. 15.75 to 16.00 
No. 2 Southern Foundry, Birmingham.... 11.25 to 11.50 
No. 2 Southern Foundry, Cincinnati..... 14.25 to 14.75 
No. 2 Northern Foundry, Chicago sesens 186.86 


Sharp Advance in Copper. 

The copper market in London on Monday advanced 
sharply on a report of a strike on the railway leading to 
the largest copper mines in Spain. This, with the labor 
troubles in the Michigan peninsula, may result in a 
marked shortage of copper, and when it is recalled that 
the stocks of copper both here and abroad are less than 
fitteen days’ supply for the entire world it can be seen 
what a serious effect a tie-up of the mines abroad would 
have. Sales were made Monday at 17 cents per pound 

By Telegraph, Sept. 18, Copper, New York, 1634 to WW 


Cents 


Old Metals. 


New York dealers’ buying prices are 


Light copper $12.87! to SLB.0O0 
Strictly crucible copper 13.70 14.00 
Uncrucibled heavy coppet 13.50 13.75 
l’nerucibled copper wire bo.o00 13.72 
No. 1 machine composition 12.75 13.00 
No. 1 composition turnings 11.50 12.00 
New brass clippings 9.50 10.00 
No. 1 brass turnings... | 8.50 8.75 
(Cocks and faucets 1Oo50 11.00 
Clean red car boxes 12.00 19.50 
Light brass ... eee ana rer 7.50 8.00 
Heavy vellow brass , 8.75 Q? 
Heavy lead ...... | , 1.25 bt 
Tea lead ........ reeees b.O0 110 
Scrap zinc 150 160 
No. 1 pewter .... | ) 30.00 1.00 
No. 2 pewter aa 8.50 9.50 
Close cut solder joints....... ) 8.00 8.50 

ys 00) be tt) 


Block tin pipe 


More Activity in Tin. 
Coupled with better buying in the United States a scarcity 
of spot stocks and news that there would not be any large 
arrivals for at least a week, the tin market advanced 
sharply on Monday selling up to 48 cents \rrivals so 
far this month amounted to 2,000 tons and there are afloat 
for American ports approximately 3,000 tons 


By Telegraph, Sept. 18, Tin, New York, 4334 cents 


y 


—~ 


Lead. 
The market is steady and firm, with sales at 4.75 cents 
New York and 4.60 cents St. Louis. 


Spelter. 


The market continues firm at 5.90 New York and 5.70 


St. Louis. 
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Illinois 


Chicago. 
he Thomas Conlin Heating and Plumbing Co., of Chi- 
cago, is finishing up work on the new Turner Flats, 4314 


(grand Boulevard. firm is also completing plumbing 


installation at the big forge shop of the International 
Harvester Co., in West Pullman, Ill. Conlin’s men have 
also recently begun roughing-in work on a tactory and 
warehouse, which is being built by the Ira Cook estate 


at Van Buren Street and Claremont Avenue. 


fdward Bagvot. of the EK. Baggot Plumbing and Heat- 


ine Co. of Chicago. has recently returned from a three 


weeks: vacation mn (Ohio 


David |. Hickey, 512 Rush Street, Chicago, has recently 
begun a job of overhauling at the residence of Mrs. Wil- 
ham Burry, 1432 Astor Street. 

very theater and moving picture house which has a 
satisfactory ventilation system will be given an ©. K. 
certificate signed by Health Commissioner Young. This 
certificate must be publicly displayed. This action 1s the 
latest move taken by the health department to safeguard 
the public from impure air in places of amusement. Ina 
forthcoming issue of the health bulletin the department 
intends to warn the public to attend only “certified thea 
ters.” These certificates will be supphed to downtown 
playhouses as well as nickel theaters. 

o 

\ meeting of representatives of various civic organiza- 
tions of Chicago was recently held for the purpose of 
discussing the housing situation in this city. Dr. George 
B. Young, commissioner of health was one of the speak 
ers, as was also Lawrence Veiller, leader in New York's 
housing reform. “We need a strong campaign to educate 


the public on the housing question,” said Dr. Young. 


“The members of the citv council need educating. There 


is going to be a strong fight against the building laws 
this winter. | think most of the people who now want 
our present laws changed will be against it if they see it 
right.” The matter of a housing survey of sufficient scope 
to encompass the entire city was discussed. Such a pro- 
position would necessitate the expenditure of $100,000, if 
was argued Dr. Young suggested a test survey, em- 
bracing three sections of the city of ten blocks each. 
Lawrence Veiller in his address said in part: “Chicago 
should be beyond the stage of public meetings to discuss 
housing reform. What it should be having ts quiet con- 
ferences directing action. What you need here is a feder- 
ation of agencies for improving housing conditions, tn- 
stead of continuing the scattered, unrelated work of the 
past. | do not think a big sum should be spent on a 
survey just now. Spend the money in giving Charles B. 
Ball, your sanitary inspector, an appropriation sufficient 
to have a fair number of assistants. Then he can take a 
given section of the city, have his inspectors report the 
violations of the law and issue orders to correct those 


things which need to be changed.” 


L_Kes 


\W. S. Schardein, of F. S. Schardein & Sons, returned 


——s ——_2———_ 


Louisville. 


recently from an extended trip through the West, in 
which he toured the Pacific Coast and took in most of the 
larger cities west of the Mississippi river. He went t 
Denver with the Louisville commanderies of the Knights 
Templar, of which he is a member, to attend the triennial 
conclave of the order, and after going through Yellow 
stone Park with the party, went on to Seattle, thence 
down the coast to San Francisco, and back home. He 
visited Los Angeles, Kansas City. Omaha and St. Louis 
on the trip, besides the two cities mentioned. He reports 
that he found business conditions good, particularly in 
San Francisco, where building activity in preparation for 
the Fair is keeping the trades exceedingly busy, and in 
()maha, where there is considerable building going on. 


M. J. Duffy & Sons Co. is handling several nice jobs. 


the largest of which, outside of the big Y. M. i Pi build- 
ing, is Whallen Bros., on Jefferson Streets, between Third 
and lourth. This building has not yet reached the stage 
where the plumbing can be put in. It will be a 3-story 
structure, two-thirds of the ground Hoor of which will be 
occupied by a large dairy lunch, and the kitchen and 
other plumbing fixtures for this concern will also be furn 
ished and placed by the Duffy Company. The fixtures 
in the building include nine water-closets, with Sloan self- 
flushing valves, ten closets, dishwashers, sinks, drinking 
fountains, a lavatory, etc. The firm also has several 
residence jobs on hand, including the complete remodel- 
ing of the bath-room in William Heyburn’s residence, 
with high-grade fixtures, and a similar job for Mrs. George 
(;aulbert, on Third Avenue. 


Charles Lynn has secured the contract for the plumb- 
ing in the new St. Joseph’s school, at Washington and 
\dams Streets. The heating apparatus will be installed 
by J. L. Brownfield & Co. Both of these jobs are large 
ones, as the school is a good-sized building. 

EK. J. William, who opened his own plumbing, gas-fitting 
and general repair shop at 717 West Market Street in 
March of this year, is doing very well, according to his 
report of business. He has recently handled a number 
»f eood jobs. 

The various contractors belonging to the Louisville 
Builders’ Exchange held high revel at the Labor Day 
picnic at Hikes’ Point, a ball game furnishing a good deal 
of the amusement, of a sort rather different from that 
usually had at a contest in the great American sport, on 
account of the fact that most of the players were rathe: 
out of training, to put it mildly. A. J. Anderson, the 
heating contractor, played center field on the Contractors’ 
team; H. H. Snyder, head of the construction company 
which built the Fontaine Ferry swimming pool, was let! 
fielder for the general contractors, and other equally 
eminent men filled various positions, to the best of their 
ability, for both teams. 
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Detroit. 
C. P. Tietze, 558 Mack Avenue, will install the plumbing 
in the church to be erected at Waterloo and [roquois 


Streets, for the Christ Evangelical Lutheran convreva- 


tion. 

Shapero Plumbing Co., 381 Gratiot Avenue, will install 
the plumbing in the store and flat building being erected 
at the corner of Hastings and Superior Streets. 

(Connor Bros., 297 Grand River Avenue, will install 
the steam heating and plumbing in the bank, office and 


store building for the Central Savings Bank at the corner 


of Boulevard and Grand River Ave., a nice, sizable contract. 


One of the most modern and complete 
creamery plants in the country will be 
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heating was awarded to a local concern 


whose bid amounted to S1.0905 











——— 


Maryland _| 





DOES SOME BUSINESS IN GAS APPLIANCES. 


We take pleasure in showing here 
brady and Genevieve Curran. who vi 
brady, ot Westernport, Mid... in caring 
of that 


mess. 


4 | 
he photograph Wiis SHapped Hist 


—e 


. . 1 | 1, | 1 
cOoOmp.cted checkime over aioeshipt 








erected in Detroit by Towar’s Wayne 





County Creamery on Henry Street. The 





new plant will be of fireproof construc- 





tion and cost approximately $500,000, 





Plans for the building, which will contain 





a complete mechanical equipment for 





cooling and cleanliness in handling milk, 





are being prepared by John C. Stahl, 


~~ 





architect. 


CLARE 





Ernst Bros., of 35 Bagge Street, will in- 
stall the plumbing in the new residence 
of George Hendrie in Royal Oak. 





John J. Jones, Hudson and Linwood 
Streets, will install the steam heating 
and plumbing in a double brick residence 
at Hancock. 

Robert Addy will install a hot water 
heating system and plumbing in the resi- 
dence of IE. W. Sanders, on Chicago 
boulevard. 

Schwarts Bros., 1282 Gratiot Avenue, 
will install the plumbing and heating in 
the new office building on Beaufait Ave- 





Uae Sthves 





nue for the Pfeiffer Brewing Co. 
Victor D’Hondt, 382 Rivard Street, will 
install the plumbing and steam heating 
in the store and flat building to be erected at the corner 


of Gratiot and Fisher Avenues. 


Other Cities in the State. 

The Richards Plumbing and Heating Co., Grand Rapids, 
has the plumbing contract for the Idle Hour Theatre 
which is being extensively remodelled. 

C. G. Kuenner, of Grand Rapids, has the plumbing con- 
tract for the $12,000 residence being erected for N. L. 
Avery on Lake Drive. 

The Cadillac Heating & Plumbing Co., of Cadillac, will 
install the heating and plumbing in the Court House at 
Lake City, its bid, $1,600, being accepted. 

The plumbing in the Newhouse building in’ Grand 
Rapids, was installed by William Cargill. The steam 
heating system was installed by the Lehnen-Meerman Co., 
Both are splendid jobs in every respect. 

The Pulte Plumbing and Heating Co., of Grand Rapids, 
has been awarded the contract for installing a vacuum 
heating system in the Dick Brink building on Monroe 
avenue, the contract calling for an expenditure of ap- 
proximately $1,000. 

In connection with the Carnegie Library building to be 
erected in Owosso, the contract for the plumbing and 





At the Shop of J. P. Bracy, Westernport, Md. 


heaters and Miss Curran was inspecting 


ment of vas ranves 


Mr. Brady Is aS propvressive as fis 
charming and enjoys in addition to his 
work a very profitable business in hig 
ances, ot which he sells a considerable 
corner of his attractive establishment 


illustration. 


ee — oe 


Ohio 


Doccnalll 

a 
} te ee euwe cee eee coe ao 
A A SO ERO ART CN RON a 
Cleveland. 
For the purpose ot Ciscussing’ assoc: 
increase its membership the Cleveland 
\ssociation will hold an open meeting 
at its rooms in Builder's Exchange 


The plumbing firm of Barnes & Raing 


\venue, has been dissolved. the interest 


having been purchased by Mr. Barnes, 
will hereafter be conducted in the name 


has just secured several new contracts 





prosperous ventleman’s constantly 
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apartment on Hast- Wm. Rentschler & Bro., 27th Street and Girard Avenue, 
have been awarded contract for plumbing the new Frei 
Cleveland. has secured the hoffer Theatre in Frankford, Pa., and they are also mak- 
residence of Bert Keederie on ing extensive alterations in the plumbing at 1412 Diamond 
Street, for M. Oppenheimer. 
have been awarded the contract for H. A. Wheatley, 2403 Hollywood Street, has embarked 
residence on FE. 87th Street. The con- in the plumbing business at this address, and will be 
$1,200. They also have several smaller pleased to receive catalogues and literature from manu- 
done this tall. facturers and jobbers of plumbing goods. 
(ther. Fleet Street. Wm. R. Smith, 4332 Frankford Avenue, has been 
opened a shop a awarded plumbing contract for the installation of plumb- 
ing in seventeen new houses, which are now under con- 
the plumbing struction for Z. Taylor. 
raph Co Hirst Bros., Tacony, Pa., have been awarded the heat- 
ing and plumbing contract in the new school which ts be- 


Toledo, O. 


has secured the plumbing contract for = 


ine erected in that city. 


Quinn, 1613 Unity Street, has been awarded the 
len hey cy rec 4 ‘) r ; (y - 1. - - . . . 2 

residence being erected on Colling contract for plumbing thirty-one new houses which are 

Ls allan eaten White ietintioan tein ee : ; 

Bish p Schremb Phi include high heing erected in Franktord. tor I. A. Orr. 


A NOTABLE GROUP. 


Grosswiller Supply Co., T It was the pleasure of the “Domestic Engineering 


a position as 


rritory in Ohio and also act as photographer, at the recent ‘hiladelphia convention, to 
me of President Gross secure an excellent likeness of several well-known per- 
been employed 11) the old sonaves., which we reproduce herewith, The cenial smile 


, 


Ww « I] known to the trade mn 


ial meeting of the Board 

ontract ft the plumbing and gas fitting 
s( hool, i built here, Was awarded 
whose bid was $6,846.90. There were 
this contract. the other two being The 
(o.. of this citv. $7.300. and the Huff 
(Columbus, ©., $8,548 This is the 


1T) the last twenty 


Left to right: Wm. McCoach, National Treasurer, Philadelphia, 
Pa.: Mrs. Wm, McCoach, A. C. Eynon, Canton, O. 


Philadelphia and Vicinity. baa = _ | —- , 
| 7 . of National Treasurer William McCoach, of Philadelphia, 
esignation of S. Louis Barnes trom the sec half 


is but suppressed, while Mrs. McCoach, the tried 


hol: lohi: SSOCcCi hic] ithice ie . : : 
hiladelphia A ciation, which office he and true companion and supporter of her husband, 1s 


‘ars, the association elected one of its shown in the center of the picture. A staunch friend 
them’both, Past National President Alfred C. Eynon, is 
seen at the right. The picture was taken on the occasion 
ff the outing at Willow Grove, on Friday following the 
National Convention. 


1 


rs, Robert H. Phhuge-Felder, to fill the oftice 

Mr. Barnes was elected to the high oftice 
esident of the National Association of Master 
convention held at the Bellevue-Strattford 

his year. This gives the National Asso- 


has been tried and not found wanting. 


| 
| 


rvice as secretary of the Philadelphia Asso | 

is a member of the board of directors of the ass ac US Q S 
ciation has proven him capable, efficient, a 

htted tor this honor, 

| -—s er , Boston.— Mayor Fitzgerald has approved a contract with 

trade, especially among jobbing shops in 


much room for improvement, bath-room 


lluery Bros, for furnishing, setting and piping up boilers 
1 
i 


in the Aaron Davis school. The bids on this work were 
as follows: Laskey & McMurrer, $4,565; W. H. Gallison 
(o., $5,149; Bay State Heating Co., $5,499; Hern, Furlong 


Yovle, 2ist and Pine Street, have been Co., $4,276; W. W. Campbell, $5,018; F. W. Zemier & Co., 
ontract to make extensive alterations in the 


having taken a considerable drop, but the 


fall is encouraging 


$3,996; Huey Bros., $3,965; James P. Dwyer & Co., $4,242 
m at the Jefferson Hospital. Ingalls & Kendricken Co., $3,989; J. J. Hurley & Co., 
22nd and Pine Street, has been awarded the $4,084 

plumbing and heating in the residence of Mavor Fitzgerald of this city. 

24th and Pine Street ' ; 


has approved contracts 
for repairing steam heating apparatus in schools as fol- 
267 S. 10th Street, 1s doing the heating in lows: IF. W. Zeimer & Co., $1,983; Laskey & McMurrer, 
\Wim. Cavanaugh, 260 South 4th Street $3,190; and the Bay State Heating Company, $2,307. 





September 20, 1913 


P. |. Sullivan & Co. has been awarded the contract for 
installing steam heating and ventilating apparatus in the 
Wendell Phillips School. The bid of this firm, $14,990, 
was the lowest of eight bids. 

Framingham.—William B. Frost is doing the plumbing 
in the new Ticetatinilicies laundry building on Howard 
Street. 


Ashtield.—Burt O. Dodge has bought the plumbing bus- 


~ 


it Irvine H. Riggs. 
Westboro.—Work has been started on the new $10,000 
central heating plant for the Westboro State hospit i 


iIness 


Salem.—John F. Cabeen, of this city, has been awarded 
the contract for heating and plumbing in the Maplewood 
Farm buildings of the Agricultural school at Danvers. 


Medway.—Clinton S. Howe has the contract for in- 


stalling a new heating plant in the high school building. 

Turner's Falls —Kennedy & Schlegel have been awarded 
the heating contract for a building to be erected on the 
Montague City road by Timothy Sullivan. 

Greenfield.—John J. Moroney, who for more than a 
dozen years has worked at the plumbing cusiness in this 
town, has opened an up-to-date establishment of his own 
at 13 Chapman Street. 

Springheld.—M. Cohn is installing plumbing in a block 
on Linden Street for Cohn & Falkan, and in two stores on 
the corner of North and Greenwood Streets for Mrs. 
Sherman. 

Springtield.—T. J. Morris is the heating engineer and 
contractor for the new Hendee building on State Street. 
He is also laying out a heating system at the Bosch 
Machine Tool Co.’s plant in Brightwood and _ installing 
low pressure vacuum system in the A. G. Spalding & 
factory in Chicopee. 

Brockton.—lames T. Coreoran has been awarded the 
contract for extension and alteration of the heating and 
ventilatiing system of the Howard street school. His bid 
of $4.470 was the lowest received. Bids for the heating 
of the Franklin school have been opened and the contract 


awarded to John J. Powers Co., for $3,138. 
ee ee — es ee ee ee, 


Connecticut 


_———. 2 


Willimantic —H. H. Lyman has the contract for plumb- 
ing at the new Natchaug school building and two heat- 
ing plants, one for the Congregational church and the 
other at the new parish house. 

\Waterbury.—David Stein has the contract for the 
plumbing in Antonio Millici’s new three-family house on 
(sriges Street. 

Bridgeport.—N. B. Curtis & Co. have taken the con- 
tract for plumbing and heating in the houses which are 
being erected on Pearl and Putnam Street by Greenwood 
X Neal. 

Bristol—The store and tenement block, which Pierre 
\llaire is building on West Street for J. B. Landry, will 
have a modern plumbing system installed by W. P. 
sirdy. The F. A. Shaffer Co. has the contract for the 
steam heating and electrical work. 

Saugatuck.—F. J. Kaiser has moved his plumbing busi- 


7 


ness to the opposite side of Main Street in the store, 
formerly occupied by Frederick Bradley’s hardware store. 

Manchester—Contracts for the new high school build- 
ing have been awarded. The heating and ventilating 
contract went to the Milner-Bill Co. of Springfield, Mass., 
for $2,150, and the plumbing to Thomas Trotte: for 
$1,150. 
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New Haven—H Kravet will do the plumbing and 
heating in a new house which .\. W. Penney is to erect for 
himself on Whalley Avenue and Hubinger Street. 

John T. Sloan’s new residence on Bishop Street is 
being tramed. HH. M. Perry has the heating and plumb 
ing contract 

T. J. Rice will do the plumbing and the Poirot, Boylan 
& Bowe Co. the heating in the new North Haven school 
house 

Work has been started on a new house on Campbell 
\venue, West Haven, for Adam Hess. E. KE. Lohse has 
the contract for plumbing and heating The house will 
be arranged tor two families and will have all modern 
improvements 

The contract for plumbing and heating in a two family 
residence on George Street for Leon St. Germaine has 
been placed with Lines & Glazer. 

Lows Miller will do the plumbing and heating in a 
tour apartment house on Winthrop Avenue for \. Berk 
owitz 

Plumbing and heating in a new house on Ward Street 
tor (seorge loster is to be done by the Thomas (om 


panv of West Harvey 





Maine 











Dover.—A new addition to be built to the Thomas & 
\Weatherbee store on Lincoln Street is to be used for a 
plumbing and tinware. store. 

Lewiston.—C. G. [english, one of the oldest plumbers 


1 


in the city, has retired from the old established firm of 


english & Dolliver. His interests has been taken over 
by his partner C. F. Dolliver, who will conduct the busi 
ness in the tuture under the firm name ot The [:nelish 
& Dolliver Co fhe partnership was formed 13 vears 


cF¢) and had been VET? successtul 


Ay 








| Rhode Island _ 


——_-—__—_— ££ —_——_ ft —— 








Providence \ portion ot the material for a hot water 


heating plant for a five-story school building in Constan 


} } 


wenn le has been shipped by the General Fire [-xtinguishet 


Co., of this city. Nihere . Franklin, of Boston, has the 
contract, which he received from thie American Board ot 
Commissioners of Foreign Missions, and he had parts of 


the system made here. 





|__ Arkansas ~ 


Little Rock. 


Petit-Galloway Co., of 114 E. 7th Street, is finishing the 

















heating in the State Normal School at Conway, Ark., a 
central station heating system being installed. The com 
pany has also just closed a contract for a central heating 
plant at Monticello State Agricultural school, as well as 
several other nice contracts. 

Pfeifer-Himstedt Plumbing Co. have just completed the 
plumbing and heating in the New Central Fire Station 
and the plumbing in the three-story Annex to the Tel 
phone Exchange Building, and the company is at present 


doing the plumbing and heating in the residence and 
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garave for Chas. Franenthal, the plumbing in the new 


department store for The Leader, and the Robt. EF. Lee 
school. This Company has also booked two very nice 
contracts, one for the plumbing of the handsome new 
residence of Senator Chas. Jacobson, and the other tor a 


city sewer 





| Washington | 














Seattle. 

The McMahon Plbg. & Htg. Co., 1506 Eighth Avenue, has 
the following contracts: Realty Holding Company, 1523 
Pike Street; D. W. Burchard, 620 Boylston Avenue; G 
Naher. 320 N. Broadway: Mrs. S. Manheimer, 2107 Emmons 
Place 

( 1). Stimson, 1516 West Lake Avenue, has awarded the 
contract for plumbing at the same address to Simpson 
Pepper Co., 314 James Street. 

Ernst Hardware & Plumbing Company, 514 Pike Street, 
have the contract for plumbing at 3401 Walnut Avenue for 
\. Newton at 712-24 2nd Avenue for I. A. Jacobs, at 525 
North 66th Street for Peter Weden and at 1815 KE. Denny 
Way for H. Grahn 

John Coughlin, 312 Cherry Street, has the plumbing cor 
tract tor residence at 712 First Avenue for August Mehl 
horn. 

McDonald & Schaaf, 980 Vale Street, have the contract 
for plumbing at 6218 Ellis Avenue for ©. Capp and at 6622 
(Carleton Avenue for E. J. Carlton 

Thomas McRobert, 720 E. Pike Street, will do the plumb 
ing work tor Charles McAbee at 1119 Sixty-first Avenue 
West, and tor John H. Quense at 1323 E. Sixty-third Street 

Geo. A. Schott, 307 N. 83rd Street, has the contract for 
plumbing at 8011 Greenwood Avenue for G. H. Canoles; at 
4139 20th Avenue S. W. tor E. C. Tornow; at 114 W. 84th 
Street for ©. T. Stephens, and at 505 N. 83rd Street for A 
Heitmiller. 

Kennedy & Tyo, 2215 EF. Union Street, have the contract 
for plumbing work at 4707 12th Avenue N. E. for FE. C. Will 

J. C. Kelly, 204 2nd Avenue S., has the contract for plumb 
ing at 188 13th Avenue N. for J. Shull. 

The University Plumbing Co., 3939 14th Avenue N. E., has 
the contract for plumbing at 5803 sth Avenue N. E. for 
Homer I. Russell, and at 2514 20th Avenue N. for A. Lind- 
berg 

Wm. B. Mullin, 3615 Phinney Avenue, has the contract for 
plumbing work at 319 Kilbourne Avenue for W. C. Hubbard 
and for S. D. McMilin at 4745 40th Avenue S. W. 

John R. Gibson, 625 Queen Anne Avenue, has the contract 
for plumbing at 2413'4 Warren Avenue for E. E. Brown. 

Hammond & Sessions, 230 Madison Street, have the fol- 
lowing contracts for plumbing: 5501 University Boulevard, 
David Thomson; 6293 20th Avenue N. E. Herbert Smith; 
5263 44th Avenue S. W. A. G. Nelson; 6306 44th Avenue S. 
W. A. E. Klenze; 659 King Street C. D. Wason 

The Independent Plumbing & Heating Co. 2404 First Ave- 
nue has the contract for plumbing at 5468 35th Avenue So. 
for Mary M. Jones and at 1009 N. 50th Street for C. E. 
Graw. 

Clinton Bros., 2004 Ladd Place, have the contract for 
plumbing at 634 Riverside Drive for Herman Haack. 

B. F. Randell, 1018 Post Street, has the contract tor 
plumbing at 3634 Corliss Avenue for C. O. Bangs, at 3330 
Ellsworth, at 3624 for C. O. Bangs, 
at 3646 Bagley Avenue for P. C. Ellsworth. 

Eckert Hardware & Plumbing Co., 1614 3rd Avenue has 


Corliss Avenue for P. ( 


the contract for plumbing at 1039 Belmont Place for O. D 
lisher. 

The largest residence contract for both plumbing and 
heating let recently was awarded to John Coughlin, 312 
Cherry Street, it being for heating and plumbing fixtures 
in two residences being built for J. Redelsheimer, the 
Second Avenue clothier. The buildings are located at 
208 40th Avenue North and 215 40th Avenue North. This 
job will run something over $1,000. This plumbing and 
heating contractor also has the contract for installing 
plumbing fixtures at 110 Seneca Street for the Phinney 


Realty Co. 


Nebraska 


Nebraska Plumber Aggressive. 














Frank Gage, of Fairbury. Neb., has been quite success- 
ful of late in landing some good contracts. Hle recently 
secured the plumbing and steam heating in the Steel 


StLis RANK 


b Nat 


Float of Frank Gage, in Recent Parade at Fairbury, Neb. 
City school, and also the same work an academy to be 
erected at Hebron, Neb. In a recent parade held at 
Fairbury, Mr. Gage had a float, which attracted much at- 
tention and will undoubtedly prove a profitable invest- 
ment. 

Owing to the failure of the corn crop in the southern 
section of Nebraska, building conditions are not at their 
best, but in the northern part the usual amount of work 
is in progress. Omaha and Lincoln have a number of large 
buildings under way and all firms engaged in the plumb- 
ing and heating lines expect a busy fall. 

Grand Island.—Wnm. Kelley Co., of this city, has recently 
secured the contract for installing the plumbing and 
steam heating in a school building being erected at Mar- 
quette, Neb. 

Hlooper—Wm. Heine & Son have been awarded the 
contract for the installation of the plumbing and heating 
in the new bank building and also for remodeling the 
heating in the high school building in this city. 

Hastings.—Rutherford Bros., of this city, have been 
awarded the contract for plumbing and steam heating in 
the Lanning Hospital now under construction in this city. 
This is one of the best contracts let this year in this part 
of the state 
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San Francisco. 
With Labor Day on September ist and the Native 


Sons’ celebration on September 9th, business has suffered 





some little interruption. Work on many buildings was 
suspended trom Saturday to Wednesday of last week, 
and quite a number of the heads of firms took the oppor- 
tunity for a few days’ outing. Inquiries, however, are be- 
coming somewhat more numerous, and it 1s expected that 
a very satisfactory amount of new work will be given out 
this week. There is much less complaint among the 
master plumbers, regarding either business or money 
matters, than there was a month or so ago, and senti- 
ment in regard to the future is much more optimistic. 
Supply houses note some increase in the number of or- 
ders, though as a rule business is done in small quanti- 
ties; and some of the manufacturers’ agents report a very 
strong demand for immediate shipment in certain lines. 
\gents for leading steel pipe manufacturers, however, say 
that orders are still very light, notwithstanding the great 
reduction of stocks in the last two months. The whole- 
salers are merely keeping up their assortment of sizes, 
refusing to make any provision for the more distant 
tuture. 

The tendency to withhold orders for heavy goods for 
shipment from the east coast is attributed partly to the 
Panama Canal, as the San Francisco dealers believe that 
shipments will soon be brought by this route at appre- 
ciably lower freight costs than are met at present, and 
nobody wishes to be caught with a large stock on hand. 
The stiffening of the pig iron market may, of course, alter 
the situation in some lines. What readjustments will be 
brought about by the tariff cannot be determined off-hand, 
but it is quite possible that some Pacific Coast industries 
may be stimulated, particularly the manufacture of cast 
iron products, as the local foundries expect to import pig 
iron at considerably lower prices than now prevail. 

One of the principal matters of interest now before the 
master plumbers is the accident insurance question, which 
has come into great prominence of late owing to state 
laws on the subject of workmen’s compensation. Under 
the present law it is optional with the employer to take 
insurance with the State or with private companies, and 
the master Plumbers have for some time had a commit- 
tee studying the meaning of the state regulations and 
comparing various accident liability policies with a view 
to finding which was best suited to the needs of the 
trade. The final report has not been rendered, but those 
in touch with the work believe that it will be considered 
advisable to come under the provisions of the state act 
rather than take insurance along old lines. 

The John G. Sutton Co. has secured the contract for 
the installation of a steam heating system and domestic 
hot water supply system in the Mary Phelan building at 
Fourth and Jessie Streets. 

F. Koch & Son have secured the plumbing contract for 
a five-story concrete building on Market Street near 
Brady, at $3,970. The steam heating plant and domestic 
hot water tank will be installed by Wittman, Lyman & 
Co., for $1,095, while oil burners will be put in by the 
Fess System Co., for $700, and the wiring contract was 
placed with the Gas & Electric Appliance Company at 
$1,195. 

The San Francisco master plumbers and their families 
had a pleasant gathering recently at a house-warming 
party in the new home of Alexander Coleman, president 
of the local organization. 
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Fredk. W. Snook Co., 596 Clay Street, has secured the 
contract at $7,988 covering the plumbing work in the Yose- 
mite Theater Building being erected at Stockton from the 
plans and specifications of Architect Henry Meyers, Kohl 
Building. 

The following contracts have been awarded by Architects 
Willis Polk Co., Merchants Exchange Building, in connec- 
tion with the construction of the class A residence being 
erected tor Chas. T. Crocker, at Uplands, San Mateo county. 
Steam heating and ventilating, contract awarded to the Pacific 
Fire Extinguisher Co., 507 Montgomery Street, at $8,686. 
Plumbing contract awarded to Iredk. W. Snook Co., 593 
Clay Street, at $10,428. Vacuum cleaning plant, contract 
awarded to Geo. A. Gadd, at $549. 

The San Francisco master plumbers attended an illus- 
trated lecture on Friday evening, September 19th, at 
Master Plumbers’ Hall, the subject being the progress of 
the Panama Canal and the Panama-Pacific Exposition. 
The affair was under the supervision of Dr. Fisher, head 
of the [Exposition lecture bureau. 

The General Electrical Company has been awarded the 
contract for the electrical wiring and other electrical work 
on the Mary L. Phelan building on Fourth and _ Jessie 
streets in this city for $3600. 


Los Angeles. 

Architect A. F. Rosenheim, Hellman Building, has awarded 
the contract to Otto Neiser, 721 South Olive Street, for the 
installation of a hot water heating system in the brick resi- 
dence being erected tor Jurson C. Rives, on Weschester 
Place. Amount $1,536. 

Architect A. E, Featherstonhaugh, Ferguson Building, 
awarded the contract to the American Heating and Con- 
struction Co., Ferguson Building, at $3,375 for the heating 
work in the four-story brick hotel building being erected for 
Dora C. Call on South Hope Street. The contract covering 
the plumbing work was awarded to A. J. Emery, South Ver 
mont Avenue, at $4,725. 

The Thomas Haverty Co., 517 South Los Angeles Street, 
has secured the contract at $21,000 covering the plumbing 
and heating work in the two-story class A newspaper build- 
ing being erected at the corner of Eleventh Street and Broad- 
way for Wm. Randolph Hearst, from the plans and specifi- 
cations of Architect J. Martyn Haenke, Story Building. 

Architect Albert C. Martin, has awarded the contract to 
the Thomas Haverty Co., South Los Angeles Street, for the 
plumbing in the four-story brick club house being erected 
for the Knights of Columbus on South Flower Street. 
Amount $3,400. 

N. F. Bower, 413 West 21st Street has the contract at 
$2,306 for the steam heating in the residence being erected at 
Dominguez station for the Dominguez estate. 

J. A. Kerr has awarded a contract, through the offices 
of Architect A. L. Acker, to The Dellamore Plumbing 
Co., Van Nuys Building, for the plumbing in the two- 
story residence being erected for himself on Kingsley 
Drive. 

The W. B. Newell Co., 218 W. First Street, has secured 
the plumbing in the three-story store and rooming house 
being erected for T. J. Douglass, Jr., on First Street. 
Consideration $1,739. The Newell Co. was also awarded 
the contract for the steam heating system at $1,236. 

Pasadena.—Foss and Jones, East Union Street, Pasadena, 
have secured the contract for the heating and ventilating 
system to be installed in the new brick school building to be 
erected at Huntington Park from the plans of architects 
Train and Williams, Exchange building. Amount $2,401. 
Anthony Frank, Huntington Park, has secured the plumb- 
ing work on this school at $1,975. 
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“AMERICAN” 


ANTI-SYPHON AND RESEALING TRAPS 


Are the best that experienced and 
competent workmanship can produce 


FROM AN ARTISTIC 


AS WELL AS 


SANITARY POINT OF VIEW Ping Deprien 


Intermittent Solutt 














Deep water seal over 7”. Full wate: , 
wav. Ground joint at outlet. Artistic ri Miller. Bellevue borough, Pa. \n 
in design. Superior in finish. Smooth ; 
inside and out ! eedinge device composed Of a tank 


a — — 
irge-valve for said tank, a receptat 


AMERICAN SANITARY MFG. CO. be . , said receptacle, nicahns = Causink 
ABINGDON, ILL. flow of a second liquid into said receptacle through 


. ‘ ‘ 4 q 
ans tor preventing the escape Ot said second 
. ‘ 1 . - 
1c] receptacl through said pipe. a smaller 
] ‘ , ! | . " - a4 
ne escape ()] srllcl See ond laud roi said 


means where hy said discharve-valve Is CONT 


One _— Only oe One the level of said second liquid in said receptacl 
1,067,458 Gaas-Supply Regulator for \Water-H 
That's right there’s only one Siegtnied Bond Vienna, Austria-llungary. 
yenerator—and that’s The Master- Karl Krupitschka. Vienna, Austria-Hungary 
piece possessing these qualities: matic regulator for water heaters comprising 
Always retains 10 lbs. pressure. casing, a turbine therein mounted on a vertical 
After discharging reseats at not inlet to said casing of water under pressure. 
less than 9 Ibs. thus losing no heat stepped in the bottom of said turbine casing 
already gained. | in the cover of said casing the upper end of said 
Perfect, simple, attractive and shat being keyed in said packing, a middle chamber 
pensive—in short THE MASTER- icles: om: teem wanes ft amanees be eabl ines 
PIECE Manufactured by connected with gearing in said middle chamber, 
THE WATSON SPECIALTY CO. ernor casing on Won - chamber, 


Terre Haute, Ind. stepped on said inner casing, a valve seat 
said inner chamber through which said governor 





extends. a sleeved valve on said governor shaft 


said valve seat and an outlet pipe p, tor said 





The Best Insurance 


Against heat loss is pro- 


vided by the 
M. & F. Patented Gas Boiler. 


‘he narrow zig-zag fire or flue 
passages absorb 95% of all 

















heated vases. 


Can you treat a customer 
better than to save him 
money on his fuel bill? 


Our catalog will be sent the minute 
your request comes to hand. 


Macbeth Fassett Co., :-: Cleveland, Ohio 











LEADER 
WATER SUPPLIES Wi Baller, Baceison; N.1. A comblastion faacet or mb 


ing valve comprising a main shell or casing tormed wit! 


Our MARK PUMPING UNITS HIGH PRESSURE a spindle-receiving chamber, and a pair of end-membe: 


1O68.125. { ombination-Faucet or Mixing-Valvy lose pil 


OF GOLDIS ENGINES STEEL TANKS forming valve-receiving chambers, each end-member being 
rovided with an tnlet-port, and the spindle-receiving 
SYM . y provi | { 
pkceanl cp efi n Wreck zk4 chamber being provided with an outlet-port, partitions 
DECATUR,ILL. 3 


VALUE. EW VERN SALESNOON oe aa receiving chamber, each partition having an opening pro 
3 Y/CAGO SALE SHOOM ONADNOCEH Bik 


dividing said valve-receiving chambers from said spindle 


viding a means ot communication between the adiacet 


alve-receiving chamber and the spindle-receiving chan 
her, a -valve-seat in each valve-receiving chamber 
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valve-disk 
ex- 
slid- 


ably mounted in the guide and each valve-stem having 


valve-stem-receiving guide in each partition, a 


normally seated upon each valve-seat, a valve-stem 


tending from each valve-disk, each valve-stem being 
a portion extending into the said spindle-receiving cham 


ber, a rotary spindle in said spindle-receiving chamber, 


and means connected with said spindle adapted to be 
brought into engagement with either or both of the end 
portions of said valve-stems, for singly unseating either 
valve or disk, or for fully unseating one of said valve- 


disks and regularly unseating the other valve-disk while 
said first-mentioned valve-disk is fully unseated, substan- 
tially as and for the purposes set forth. 

Robert Clark, 


1.068.039. L for Wastes and Overtlows. 


Bridgeport, Conn., assignor to Bridgeport Brass (Company, 


Mridgeport, Conn., a Corporation of Connecticut. An L 
comprising a hollow body portion having a mouth, a sep- 
arate flat substanially annular plate of sheet metal over- 


lying the mouth of said body portion and extending in- 
the 
the outer periphery ot 


flanged joint connecting 
the 


body portion, and a torwardly extending curved centering 


ward trom rim thereof, a 


said plate with rim of said 
Hange struck up from the inner periphery of said plate 
and detining an opening communicating with the interior 


of said body portion; substantially as described 


























1,066,960 





1.066.960. Flushing-Valve. Thomas William Twytord, 


Hanley, England. In a flushing apparatus, in combina- 


supply and outlet connections, a 


outlet 


having 
the 
for said valve, means for automatically closing the valve 


tion, a casing 


valve controlling connection, opening means 


after each opening thereof, a normally inoperative device 


for preventing an opening of said valve by said opening 


means, and means actuated by the flush for temporarily 
holding said device in an operative position for a mini- 
mum period of time after said flush, said last named 


means including a bucket in which water may accumulate 
and which is moved by the accumulation of water therein 
from its normal position, the bucket having a drainage 
opening through which the accumulated water may slowly 
escape. 

\lvah N. 


\ dry closet including a portable cas- 


1,067,097. Dry Closet (;eorge Coppedge, 


HLienderson, N. © 


ing having a seat, an automatically closable lid hinged to 


the casing, a pair of levers fulcrumed intermediate of 


their ends at opposite sides of the lower portion of the 
front and rear arms carried by the 
the 


and pivoted to the rear arms of the said levers and ex- 


casing to form and 


said casing, links located at opposite sides of casing 


tending upwardly therefrom to the lid and pivoted directly 
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We Back You 


When you've 


completed an 
installation o f 
the Broomel] 


System of Vap- 
or Heating, you 
have finished. 
Because we ab- 


COPPER 
FigaT © 


solutely guaran- 
the 
faction of the 
owners, 1n this 
system, w hen 
installed ac- 
cording to our 
plans and speci- 
fications. 





tee satis- 





gl 


There's good, 
clean profit fo. 
you in a_ job 
like that. And 
a boost to you 
reputation by 
you install the 


Fire Automatically Regulated 


A Broomell Feature 


every customer for whom 


-Broomell System 
Vapor Heating 


llere are. its 
points that make it the most desirabl 
tem for vour customer—and so for ' 


radical advantage 


\n open natural system. 
every good point of steam and hot 
without their drawbacks. 


steam 1) pipe 


; 
, 
’ 


No pressure of water ar 
and radiators—so no breaks or lea 

hiring automatically regulated—ette 
fuel saving. 

Very little attention required. 

Room temperature controlled |) 
Broomell Vapor Radiator Valve on | 
radiator. 

You ll be deeply interested in yt] 
comely illustrated booklet telling all ab 
this heating system \Ise 
the details of our plan of co operating Wit! 
the contractor. Send a postal for them 


VAPOR HEATING COMPANY 


Room 552 North American Bldg. Philadelphia 


remarkable 


























Discharges Condensation 
As Rapidly As Formed 
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LET 


Constructed entirely of heavy boiler plate, much heavier 
than ordinary tanks, 


THE PATTERSON 
HOT WATER TANK 


is an acknowledged improvement. 

The Patterson has no leaky return bends or coils. It 
contains a number of tubes whose area is always greater 
than the steam pipe—hence, condensation is discharged 
as rapidly as it forms, securing full benefit of the heating 
surface. 

For information regarding a 
REAL HOT WATER TANK 
write for Catalog to 


FRANK L. PATTERSON & CO. 


NEW YORK 























Mr. Contractor 


Now and then an owner feels” 
himself fortunate in that he 
has an efficient economical 
heating plant in his building. 

Invariably he turns to the 
contractor who put it in or 
recommends him to the asso- 
ciate who is also going to build. 

Itisatatime like this when 


VANAUKEN 


System of Vacuum Heating 
and the 


Thermograde System of Heat Modulation 


make it easy for “our contrac- 
tors” to secure good work at 
the “right price.” 

Every System must work 
that way—we guarantee its 
efficiency. We get behind it 
and you—that’s our policy. 

Write for our catalogue and 
tull imtormation. 


Consolidated Engineering Co. 


507 W. Jackson Blvd. 
CHICAGO 
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to the latter at opposite sides thereof, a depressible leg 
receiving bar arranged in substantially the plane of the 
seat when the lid is raised, and means also carried by th: 
said casing for connecting the leg receiving bar with the 


front arms of the said levers 


Heating Department. 
Water-Heater. Harry ©. Breaker, Boston, 


\lass.. assignor to B. F. 


1,067,861. 
Sturtevant Company, Boston, 
\lass., a Corporation of Massachusetts. A water heater 
comprising a pipe section consisting of a series of pipes 
having their ends secured in end plates, an inlet section 
secured to one of said end plates and provided with an 
inlet for exhaust gases, a baftle plate arranged over the 
end plate af the pipe section and provided with holes reg- 
istering with the ends of the pipes which are smaller in 
diameter than the holes in the end plate, an outlet section 
secured to the other end plate and provided with an out- 
let for the exhaust gases, and a casing section surrounding 
the pipe section and provided with a water inlet and out- 


let, substantially as described. 
































LOGS O55 





1,068,635. Vacuum Cleaning Apparatus. Elias B. Dunn 
and Arthur I. Dunn, East Orange, N. J. A vacuum clean- 
ing apparatus, comprising two vessels provided with 
valved discharge pipes at the bottom, a suction pipe for 
dust laden air and terminating in valved delivery pipes 
extending into the said vessels, means for supplying water 
to the said suction pipe to slime the dust, suction pipes 
connected with the said vessels, valves in the said suc- 
tion pipes, and automatic means controlled by the rise 
and fall of the water in the vessels for alternately open- 
ing and closing the said valves. 
Lighting Department. 
Leigh R. 


Quigley, San Francisco, Cal. In a lock for gas meter 


1.067.549. Lock for Gas-Meter Connections. 


connecting cocks and the plug thereof having a perfora- 
tion through its outer end, a hinged two-part clamp adapt- 
ed to be clasped around the body of the cock, said clamp 
having ends which overlap and extend into line with the 
plug of the cock, and said ends being slotted radially, 
a pin having a head upon one end adapted to pass through 
the slots in the clamp and through the hole in the plug, 
a lockable head secured to the opposite end of the pin, 
and means to lock or unlock said head. 

1,067,414. Pneumatically-operated Gas-Valve. Alfred 
Neville Edwards, London, England. A device for pneu- 
matically operating a gas valve comprising a fitting or 
body-part, a valve in the longitudinal gas passage of said 
litting or body-part, a recess in the front of said fitting 
or body-part, an air cylinder mounted in said fitting or 
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body-part transversely to, but outside said gas passage, 


and having a slot, a pneumatically operated piston hav- 


ing a slot in register with the slot in said cylinder a lever 


within the aforesaid recess connected to the rotary valve 
and freely 


engaging the slot in said piston and a guide 


stem carried by one end of said piston and passing through 


one of the end walls or heads of the cvlindes 


1,067,560 Inverted Iligh-Power Gas-lLamp Lieimrich 
Sussman and Max Mayer, 


The Firm ot 


Berlin, Germany, assignors to 
(saseluhlicht 


inverted high 


Deutsche \ktiengesellschaft. 


Berlin, Germany \n pressure gas lamp 


comprising a chimney tor the escape of the combustion 


products, a globe attached at the 


| 
’ 


bottom end ot the chin 


ney and closed tor substantially preventing the entranc: 


of secondary air, a burner tube extending downwardly 


within the chimney, a relatively large head ciosely sur 


rounding said burner tube at the nozzle 


thereof. an in 
mantle the 


said head for foreine the 


candescent upper edge of which closely em 


braces the combustion products 


ot thie flame to eo 


: | 
' 
~ i 


through the incandescent mantle. the 


casing surrounding the chimney and spaced therefrom to 


——— 





1,067,549 
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torm a chamber lracent to the chimney provided t |) 
air openings at the bottom ) 
at the upper 


tion with the 


edve Ot Said Casinyv, channels 


end cy] said CasInNY adapted for COMMUNICA 


burner tube whereby the supply of primary 
along the 


air 18 caused to travel 


outside ot the chimney 
and to be admixed in a highly heated condition with the 


| 
' 
' 


gas at the upper end of the burner 


Tell It To the Waiter. 


The man and the woman went to a restaurant after the 
other night. The man was feeling 
and the woman was feeling hungry. 
“What'll you 
were seated. 
“What may I have, 
moving her gloves. 


show the important 


have, dear?” asked the man when they 


dearie?” countered the woman, re- 


“Vou may have anything on the darling Shall 


Hien, 


— 


read it to you?” 
“No. Pet. 


read tf to the waiter.’ 


“Unto those who talk and talk 
This proverb should appeal: 


The steam that blows the whistle 


Will never turn a wheel.”—“‘Exchange.’ 


who talk and talk 
This proverb should appeal: 
The force 
Is the 


Unto those 


that blows the whistle 


force that turns the wheel.—“Graphite.” 
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Reduce Your Coal Bills W ith 
Pierce Boilers and Radiators 


DEALERS NAME 











Everybody s waiting while they change the film 


dark—dark and quiet ifter the 
thi ey! of the pictures Ther bela Ph 5 lide wit! 
Vou) riiatiie and address at tiie Dotter Sao \W te! 
feet-big on the screen Will the peopl ee it (3,000 
ndvertish You bet’ 

There's i Whole seri 7 these Licle towethe 
“agp 1 lot of other tree trade building helps hown 
our new, big book for building 1] Varta yl (rT 
Pierce Boilers and Radiators 

Wi! vou hand aL: rods 

ae you a copy 

The 3 Arnie » of the hook j _EsO¥ to Mal Your Ru re 
Letter.” Worite Is Tor ’ yy Poveda \ 


PIERCE, BUTL ER & PIERCE MFG. CO. 
292 James Street Syracuse, New York 




















“How Plumbers Can 
na (a) com ot (0) om COD 1 am 


W e want ever 





Plumber in the world 







to nave oul hooklet, 
“TIOW PLUMBERS 
CAN MAK FE MORE 
MONEY 

This Booklet tells, 
among othe things, 


of 
The 
Cameron System 
of 


Sewage Disposal 


CAMERON 
JYITEM 


SEWAGE 
DISPOSAL 


PATENTED 


It proves conclusively that the installation of this 
svstem will vield you a handsome profit, and make 
possible the sale of more plumbing fixtures 
SEPTIC TANKS FOR RESIDENCES are becoming 
more universally used every day, and the wisest 
plumber is he who first familiarizes himself with ALI 
SYSTEMS before making installations 

The CAMERON SYSTEM is built of either reinforced 
eoncrete, or pure ingot iron, 


BARKS & BARSTOW MFG. CO. 
ST. LOUIS, MO. 


4 a one Wel oir. B a 


For the Booklet 
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Situations Open. WANTED AT ONCE: A-1 PLUMBER A LIVE NEW AGENCY IS OPEN FOR 
Se — a and fitter Open shop. Good opportun- line of plumbers’ supplies and specia! 
WANTED: PRACTICAI, HEATING EN- itv for right man. Address Box No. 1002, ties, covering Oregon, Washington, Ida) 
gineer with selling ability Must be care ‘“‘Domestic Engineering,’’ Chicago. and Montana. \ grand opportunity 
competent to make heating plans when manufacturers wishing representation 
required excellent opportunity for com- ~ the Pacific Coast Address Box 99d, Care 
petent man ; Address Box 992, care of Situations Wanted. ‘Domestic Engineering,’ yaieni \ 
Domestic Engineering, (‘hicago o-26-10/4 
9-6-13-20-27-10-4 4 ‘ ~ i Pak oak Pa 5 ; , - . — 
FIRST-CLASS BOOKKEEPER and of- 
a fice man with 10 years’ experience, five PARTIES HAVING PATENTS or pat 
a in plumbing business, desires position ents pending in plumbing or heating 
WANTED—A Branch Manage! for with reliable firm. Address Box 997 care lines wishing to sell or place on rovalt 
wholesale plumbing goods house; must ‘‘Domestic Engineering,’’ Chicago. basis, address The Blake Specialty Com 
be thoroughly experienced in office and 9-13-20-27 pany, manufacturers of up-to-date plumb 
inside work and have energy and initi- Ing specialties, Rock Island, II. 
ative Strictly confidential. Address Rox : 9 /3)-9 
N44 care Domestic Eke ngineering,’’ Chi- 
CARLO 4-13-20-27 10-4 
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POR SALE—PLUMBING AND HEAT- WE PUBLISH: 
WANTED—Correspondence with a prac- ing business of twelve years standing, 


tical man who can do plumbing, heat- in good live city of 30,000 in northern ; 
ing and rep.iir work One who would Ohio Business from $20,000 to $30,000 DEAN'S SYSTEM OF GREENHOUSE 
like to locate in a small city in Mich- each vear Good reasons for. selling. Heating by steam or hot water; used 
igan Permasent position for the right ¢2.000 in contracts now on books, Corre- | for years; convenient and reliable; makes 
mati Address Rox 996. care ‘‘Domestic son for selling. Address Box 990, care greenhouse heating estimating very sim- 
Wngineering,” Chicago 9-13-20 Domestic Engineering, Chicago. ple. Flexible cloth bound, 5%x7% in., 
9/20 46 pp. a $2.00. 
ANTED— TW ~EXPERIENCED FOR SALE--PLUMBING AND HEAT- = : aii 
pa ci at oP ~s gh th abd. bn ing business. Established nine years HISTORY OF warn gat Ry J J 
jobber, » to cover Northern Ohio and in growing mill town. Will make any Cosgrove. gone of the plumber’s 
one to cover Southern Ohio State expe- reasonable terms Death of owner rea- craft from the time oF the eee 
rience by whom employed Address son for selling. Address Box 990, care up to ag 9g wwe “ae _— ons 
Hox 1001, are ‘Domestic Engineering,’ Domestic Engineering, Chicago. Bound in cloth; postpaid; $1.50. 
(*hicawgzo wena — — — 
| 7OR S CHEAP TO A QUICK BUY- | eee 
7 rn § ALE 7HE: rht and = 150-light hore Oe Pa ig ag = yy oe 
WANTED—SALESMEN CALLING ON |. Tirrill equalizing gasoline gas machine, ma leas fort ; 
the plumbing trade to handle a_ high used about three months; also one Colts | — pe met eg od ie — 
grade salable specialty on commission. carbide feed acetylene gas generator, none” Gin I - a oP ol. 
Address Box 998, care of Domestic En- never used. No reasonable offer will be $-lik on enh tm Maas ‘— 
gineering, Chicago refused. Address J. M. Foster, Browns ness~t a ag 4g oad as th; 2 
7 25 Mills, N. J. §-13-20-27 | Pages; 5%x8% in.; postpaid, $3. 














SSS enanne Address: 


WANTED Saiesman calling on the Miscellaneous. 
plumbing and heating trade in natural ee 
gas territory to handle a well advertised ee ee Ta ‘ : DOMESTIC ENGINEERING 
line of gas burning heating boilers. Ad- | SELL YOUR a alleg a age ag 
dress Box 983, care of “‘Domestic Engi- and fittings. ‘rite us. e , » | 
: ‘g. Co., 557 W. Lake St., Chicago. tf. | 445-447 ameate Court, Chicago 


neering,’’ Chicago 9-13 Mfg. Co., 








Study Sanitary Engineering UTICA SOIL PIPE 's m BEST | 


Under the directorship of Prof. Asther Bateman, M. Inst. 8:E., A. R. 
Ban. I.M.I.P..R C., England Courses in Plumbing, Sanitary Science 


fog ering and Lg ne i. a t ce aftaiains reliable information and CAST IRON SOIL PIPE and FITTINGS 
. , CAST IRON STEAM FITTINGS 
Anglo-American Sanitary Correspondence College PLUMBING SUPPLIES and LEAD PIPE 


10-12 W. Ontario St., Chicago CHARLES MILLAR & SON CO., Utica, N. Y. 


























E. i ad 4 it Will Pay You to Investigate the 


rms with codes of 
rh ar 7 and “ _ INGHAM SPOWER MIXER 


oe ecuom- 
ors asa TIME SAVER. Maximum Comfort, Safety and Economy. Write for free illus- 

Note sectional view showing thread which grasps calking and prevents expansion or trated booklet “A Good Mixer. 
— aii oe eee ee eee we IMPERIAL BRASS MANUFACTURING COMPANY 
MICHIGAN FOUNDRY AND SUPPLY CO. DETROIT, MICH. Dept. 194, 1226 W. Harrison St. =o CHICAGO 












































everyucay Werke Sut Vather MANUFACTURERS’ ATTENTION! 


* _mother had —— Ladies’ Friend” gear- 
men —_— er washing machine she could ACCOUNTS SOLICITED FOR PLUMBING 
GOODS FOR NEW ENGLAND STATES 


Sell her one, Mr. Dealer, and get in the 
ladies’ friend class yourself. FRANK M. MILLS, Manufacturers’ Agent 


D. L. Bates & Bro. Co. Dayton, Ohio 74 Stratford Street, Highland Station, BOSTON, MASS. 
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